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About This Guide 



Document Purpose and Intended Audience 

This guide describes how to configure and operate the software component of the 
Hotwire Digital Subscriber Line (DSL) system. Specifically, this document 
addresses the use of the following DSL cards: 

■ 8303/8304 Integrated Services Digital Network Digital Subscriber Line (IDSL) 
cards. Each contains 24 IDSL ports. 

■ 831 0 Multiple Virtual Lines (MVL) card. Contains 4 MVL ports. 

■ 8312/8314 Reach DSL version 1 (formerly MVL) cards. Each contains 12 
ReachDSL v1 ports. 

■ 8312/8314 ReachDSL v2 cards. Each contains 12 ReachDSL v2 ports. 

■ 851 0 Rate Adaptive Digital Subscriber Line (RADSL) card. Contains 4 RADSL 
ports. 

■ 8343/8344 Packet Symmetric Digital Subscriber Line (SDSL) cards. Each 
contains 24 SDSL ports. 

■ 8373/8374 RADSL cards. Each contains 1 2 RADSL ports. 



This document is intended for administrators and operators who maintain the 
networks that support Hotwire operation. A basic understanding of internetworking 
protocols and their features is assumed. Specifically, you should have familiarity 
with Simple Network Management Protocol (SNMP), Network Management 
Systems (NMSs), and the following internetworking concepts: 

■ Transmission Control Protocol (TCP)/lnternet Protocol (IP) applications 

■ IP and subnet addressing 

■ IP forwarding (also referred to as IP routing) 

■ Bridging 



It is assumed that you have already installed either the Hotwire 8600/8610 Digital 
Subscriber Line Access Multiplexer (DSLAM), 8800/8810 DSLAM, or Hotwire 
8620/8820 GranDSLAM. If you have not done so already, refer to the appropriate 
Hotwire DSLAM or GranDSLAM installation document for installation instructions. 
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About This Guide 



NOTE: 

It is highly recommended that you read the Hotwire Management 
Communications Controller (MCC) Card, IP Conservative, User's Guide 
before you begin to use this guide and the Hotwire software. 



New Features for This Release 

This -70 version of the document adds information for the Hotwire 6350 
ReachDSL Modem. 

GranDSLAM Release 2.3 supports: 

■ Asymmetric upstream and downstream speeds for ReachDSL v2 cards. 

■ Full duplex mode on the 1 0OBaseT port of the Model 8343 card. 



Document Summary 



Section 


Description 


Chapter 1 , Hotwire DSL System 
Description 


Provides an overview of the Hotwire DSLAM and 
GranDSLAM systems. 


Chapter 2, Hotwire Menus and 
Screens 


Describes the operation of Hotwire menus, 
screens, and commonly used navigation keys. 
Also provides instructions on how to log in and log 
out of the system. 


Chapter 3, DSL Card Configuration 


Describes procedures and contains tables for 
configuring the DSL cards on the Hotwire system. 


Chapter 4, Monitoring the Hotwire 
DSL System 


Describes operator programs that monitor the 
Hotwire system. 


Chapter 5, Diagnostics and 
Troubleshooting 


Describes common Hotwire operational problems 
and solutions. Contains SYSLOG information. 


Appendix A, Download Code 


Describes how to work with the Download Code 
and Apply Download menus. 


Appendix B, Traps 


Describes the traps that are generated by the 
Hotwire system. 


Appendix C, Hotwire 6350 
ReachDSL Modem 


Contains information for the Hotwire 6350 
ReachDSL Modem. 


Index 


Lists key terms, acronyms, concepts, and 
sections in alphabetical order. 
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About This Guide 



Product-Related Documents 



Document Number Document Title 



5620 


-A2 


-GN11 


Hotwire 5620 RTU Installation Instructions 


6301 


-A2- 


-GN10 


Hotwire 6301/6302 IDSL Routers Installation 
Instructions 


6310 


-A2 


-GN12 


Hotwire Reach DSL v1 (MVL) Modem, Model 6310- A4, 
with Inline Phone Filter, Installation Instructions 


CO A -i 

bo4 I 


A O 

-l\iL- 


(jN 1 U 


Hotwire oo4i ioohZ oUol Houters installation 
Instructions 


en cr\ 


A O 


(jNI 2. 


Hotwire bobO HeachuoL Modem, Model b3bO-A4, with 
Inline Phone Filter, Installation Instructions 


6351 


-A2 


-GN10 


Hotwire 6351 ReachDSL Router Installation 
Instructions 


6371 


-A2 


-GB20 


Hotwire DSL Routers User's Guide 


6371 


-A2 


-GN10 


Hotwire 6371 RADSL Router Installation Instructions 


7800 


-A2 


-GB31 


OpenLane SLM Administrator's Guide 


7900 


-A2 


-GB21 


Hotwire TDM SDSL Standalone Termination Units, 
Models 7974-A2, 7975-A2, and 7976-A2 User's Guide 


7970 


-A2- 


-GB20 


Hotwire TDM SDSL Standalone Termination Units, 
Models 7974-A1, 7975-A1, 7976-A1, 7984-A1, 
7985-A 1, and 798b-A 1, User s Guide 


8000 


-A2 


-GB22 


Hotwire Management Communications Controller 

/ A A \ n ID n r-\ /-\ 1-1 in tit in. 1 Inn V , , \n\n 

(muu) uaro, ir uonservative, users uuioe 


8021 


-A2 


-GB20 


Hotwire Shelf Concentration Module (SCM) Card User's 
Guide 


8021 


-A2 


-GZ40 


Hotwire Shelf Concentration Module (SCM) Card 
Installation Instructions 


8303 


-A2 


-GZ40 


Hotwire 8303/8304 IDSL Cards Installation Instructions 


8310 


-A2 


-GZ40 


Hotwire 8310 MVL Card Installation Instructions 


8312 


-A2 


-GZ40 


Hotwire 8312/8314 ReachDSL Cards Installation 
Instructions 


8335 


-A2 


-GB20 


Hotwire ATM Line Cards, Models 8335, 8365, and 
8385, User's Guide 


8343 


-A2 


-GZ40 


Hotwire 8343/8344 Packet SDSL Cards Installation 
Instructions 


8373 


-A2 


-GZ40 


Hotwire 8373/8374 RADSL Cards Installation 
Instructions 
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About This Guide 



Document Number Document Title 



8510- 


-A2 


-GZ40 


Hotwire 8510 RADSL Card Installation Instructions 


8600- 


-A2 


-GN20 


Hotwire 8600 Digital Subscriber Line Access 
Multiplexer (DSLAM) Installation Guide 


8610- 


-A2 


-GN20 


Hotwire 8610 DSLAM Installation Guide 


8620 


-A2 


-GN20 


Hotwire 8620 GranDSLAM Installation Guide 


8700- 


-A2 


-GB20 


Hotwire TDM SDSL Termination Units, Models 8777 

anri R77Q 1 Iqpt'q Oi\ lirlp 


8700 


-A2 


-GB25 


Hotwire TDM SDSL Termination Units, Models 8775 
and 8785, User's Guide 


8800 


-A2 


-GN21 


Hotwire 8800 Digital Subscriber Line Access 
Multiplexer (DSLAM) Installation Guide 


8810- 


-A2 


-GN21 


Hotwire 8810 DSLAM Installation Guide 


8820 


-A2 


-GN20 


Hotwire 8820 GranDSLAM Installation Guide 



Contact your sales or service representative to order additional product 
documentation. 

Paradyne documents are also available on the World Wide Web at 
www.paradyne.com. Select Library^ Technical Manuals. 

NOTE: 

If you would like more information on DSL-based services, applications, and 
network deployment, refer to Paradyne's The DSL Sourcebook. The book may 
be downloaded or ordered through Paradyne's World Wide Web site at 
www.paradyne.com. 
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Hotwire DSL System Description 




What is the Hotwire DSL System? 

The Hotwire® Digital Subscriber Line (DSL) system is a set of central site products 
that terminate and consolidate packet data traffic from many customers in a 
serving area. The DSL card(s) then forwards the traffic to one or more network 
access provider networks. 

High-speed Internet and intranet access is either bridged or routed on the DSL line 
cards and multiplexed over backbone networks. By enabling very high speeds 
using DSL technology and concentrating Internet Protocol (IP) traffic, greater 
performance is realized. 

In addition, the Hotwire GranDSLAM, with an endpoint such as a Hotwire 6310 
ReachDSL version 1 (formerly MVL®) modem or Hotwire 5620 Remote 
Termination Unit (RTU), can co-exist with plain old telephone service (POTS) over 
the same copper telephone line, providing simultaneous usage of POTS and 
digital applications. That is, the optional central office (CO) POTS splitter and 
customer premises POTS filter allow simultaneous voice and data connections 
over a standard telephone line. 
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1 . Hotwire DSL System Description 



The following illustration shows a typical configuration for a Hotwire 8610/8810 
DSLAM chassis. 
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The following illustration shows a typical configuration for a Hotwire 8820 
GranDSLAM chassis. 
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1 . Hotwire DSL System Description 



The following illustration shows a typical Hotwire configuration using IDSL cards. 
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Hotwire DSL System Components 

The DSL system consists of a chassis that houses a Management 
Communications Controller (MCC) card and up to 18 DSL cards. The Hotwire 
8620 and 8820 GranDSLAM chassis can also house a Shelf Concentration 
Module (SCM) card, depending on the application. See the Hotwire Shelf 
Concentration Module (SCM) Card User's Guide for more information. 



NOTE: 

All references to MCC cards in this document refer to the MCC, MCP and 
MCC Plus cards, unless specifically noted otherwise. 



The minimum hardware requirements for a Hotwire DSL system consists of the 
following components: 

■ One Hotwire chassis 

■ Management card(s) 

■ DSL card(s) 
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1 . Hotwire DSL System Description 



DSL Cards 

DSL cards is a generic term used in this document for a variety of types of line 
cards. 

DSL line cards with an Ethernet uplink consist of the following: 

■ 8303 24-port Integrated Services Digital Network Digital Subscriber Line 
(IDSL) cards. 

■ 831 0 4-port Multiple Virtual Lines (MVL) cards. 

■ 851 0 4-port Rate Adaptive Digital Subscriber Line (RADSL) cards. 

■ 8312 12-port Reach DSL version 1 (formerly MVL) cards. 

■ 8312 12-port Reach DSL version 2 cards. 

■ 8343 24-port Symmetric Digital Subscriber Line (SDSL) cards. 

■ 8373 1 2-port RADSL cards. 

DSL line cards with an ATM uplink consist of the following: 

■ 8304 24-port IDSL cards. 

■ 8314 12-port ReachDSL v1 (formerly MVL) cards. 

■ 8314 12-port ReachDSL v2 cards. 

■ 8344 24-port SDSL cards. 

■ 8374 12-port RADSL cards. 

In addition, the following cards are also supported in the Hotwire chassis: 

■ 8335/8365/8385 ATM Line cards. 

■ Time Division Multiplexer Symmetric Digital Subscriber Line (TDM SDSL) 
cards. 
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1 . Hotwire DSL System Description 



NOTES: 

— All references to DSL cards in this document refer to the RADSL, MVL, 
ReachDSL, IDSL, and SDSL cards, unless specifically noted otherwise. 
The ATM and TDM SDSL line cards are not within the scope of this 
document. 

— The 831 2/831 4 ReachDSL v1 cards appear on the screen with their 
former MVL name. 



SCM Card 

The Shelf Concentration Module (SCM) card aggregates DSL traffic for the 
Hotwire 8620 and 8820 GranDSLAM chassis. The operation and configuration of 
this card is not within the scope of this document. See the Hotwire Shelf 
Concentration Module (SCM) Card User's Guide for more information. 



DSL Chassis 

DSL cards can reside in four types of chassis: 

■ 8600/8610 DSLAM 

A 3-slot chassis with Ethernet uplink. The stackable design provides for up to 
six chassis to share management access through a single MCC card, which in 
turn allows an additional slot for a DSL card in each of up to five additional 
chassis. The 8610 DSLAM chassis offers the same benefits as the 
8600 chassis, with the added capability of accepting high-density DSL cards 
(5-24 ports) such as the 8343 SDSL card. Management access is through the 
Management Communications Processor (MCP) card. For more information, 
see either the Hotwire 8600 Digital Subscriber Line Access Multiplexer 
(DSLAM) Installation Guide or the Hotwire 8610 DSLAM Installation Guide. 
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1 . Hotwire DSL System Description 



■ 8800/8810 DSLAM 

A 20-slot chassis with Ethernet uplink. These chassis are designed to house 
up to eighteen DSL cards and one MCC card. (The remaining slot is reserved 
for future use.) The Hotwire 8810 DSLAM chassis is a higher density carrier 
for use with high-density line cards such as the 8343 SDSL card, as well as 
lower density cards (4 ports or less). For more information, see either the 
Hotwire 8800 Digital Subscriber Line Access Multiplexer (DSLAM) Installation 
Guide or the Hotwire 8810 DSLAM Installation Guide. 




Front View of a Hotwire 8800 or 8810 DSLAM Chassis 

99-15280-05 
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1 . Hotwire DSL System Description 



■ Hotwire 8620 GranDSLAM 

A 4-slot chassis with an ATM uplink. The Hotwire 8620 GranDSLAM supports 
up to two DSL cards, as well as an SCM card for aggregating DSL traffic to an 
ATM uplink and an MCP card. For more information, see the Hotwire 8620 
GranDSLAM Installation Guide. 
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■ Hotwire 8820 GranDSLAM 

A 20-slot chassis for Ethernet and/or ATM uplink. The Hotwire 8820 
GranDSLAM supports up to 17 DSL cards, as well as an SCM card for 
aggregating DSL traffic to an ATM uplink and an MCP card. For more 
information, see the Hotwire 8820 GranDSLAM Installation Guide. 




Front View of a Hotwire 8820 GranDSLAM Chassis 
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1 . Hotwire DSL System Description 



The DSL cards interoperate with the following types of Hotwire Service Nodes 
(SNs)/endpoints (typically a modem, router, or RTU) to deliver applications at high 
speeds in support of packet services over a DSL link: 

■ The 831 0 MVL card interoperates with the Hotwire 631 0 Modem. 

■ The 831 2/831 4 ReachDSL cards interoperate with the Hotwire 631 0 Modem 
and the 6350 Modem, as well as with the 6351 ReachDSL Router. 

■ The 851 0/8373/8374 RADSL cards interoperate with the Hotwire 5620 
RADSL RTU and the 6371 RADSL Router. 

■ The 8303/8304 IDSL cards interoperate with the Hotwire 6301/6302 IDSL 
Routers. 

■ The 8343/8344 SDSL cards interoperate with the Hotwire 6341/6342 SDSL 
Routers. 



Hotwire DSL System Features 

The packet-based Hotwire DSL system contains the following features: 

■ High-speed Internet or intranet access 

■ RADSL ports (up to 7 Mbps) 

■ MVL/ReachDSL v1 ports (up to 768 Kbps) 

■ IDSL ports (up to 1 44 Kbps) 

■ SDSL ports (up to 2320 Kbps) 

■ ReachDSL v2 ports (up to 960 Kbps) 

■ Subscriber authentication, security access, and permission features that 
prevent users from accessing unauthorized services 

■ Diagnostic tests and performance capabilities 

■ Primary network management support via SNMP agent for monitoring and 
traps 

■ Telnet for configuration and diagnostics 
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1 . Hotwire DSL System Description 



Configuring the DSL Cards 

The Hotwire DSL software provides DSL configuration options to: 

■ Configure the DSL cards. 

■ Configure the DSL port card at the physical port and logical interface levels. 

■ Configure a Service Node (SN). 

■ Configure bridging information. 

■ Configure filters and associated rules. 

■ Upload or download a copy of a card's configuration data to or from a Trivial 
File Transfer Protocol (TFTP) server. 

■ Download a new version of the Access Node software. 



NOTE: 

You must have Administrator permission to configure the system. 

For more information about configuring the system, see Chapter 3, DSL Card 
Configuration. 



Monitoring the DSL Cards 

The Hotwire DSL software provides menu options to monitor the activity of the 
Hotwire DSL cards. The monitoring screens allow you to: 

■ List the status of active ports and interfaces in a card, as well as display 
statistics about the physical layers and interfaces. 

■ Display network protocol statistics, such as information about an application 
program assigned to a specific socket number, UDP statistics, TCP data and 
connection statistics, IP statistics, ICMP packet statistics, and SNMP statistics 
including SNMP authentication statistics. 

■ Display information about the Client, ARP, and Virtual Network Identifiers 
(VNIDs). 

■ Display endpoint information about DSL ports such as Service Node type, 
system name, system contact, and system location. Model and serial number, 
along with firmware and hardware revisions, are also shown. 

Use the monitoring screens to help you gather pertinent information and isolate 
potential problem areas. You can monitor the system with either Administrator or 
Operator permission. For more information about monitoring the system, see 
Chapter 4, Monitoring the Hotwire DSL System. 
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1 . Hotwire DSL System Description 



Troubleshooting and Diagnostics 

The Hotwire DSL system provides DSL diagnostic menu options, for example, 
that: 

■ Display self-test results for CPU health, memory and ports, and reset time. 

■ Show major alarms such as Selftest Failure, Processor Failure, and DSL or 
Ethernet port failure. 

■ Show minor alarms such as Configuration Error or Incorrect SN ports. 

■ Run a nondisruptive packet echo test over the DSL line. 



NOTE: 

You must have Administrator permission to perform most of the 
troubleshooting and diagnostic activities. However, you can run nondisruptive 
tests as a user with Operator permission. 

For more information about troubleshooting and diagnostics, see Chapter 5, 
Diagnostics and Troubleshooting. 

NOTE: 

If you would like more information on DSL-based services, applications, and 
network deployment, refer to Paradyne's The DSL Sourcebook. The book may 
be downloaded or ordered through Paradyne's World Wide Web site at 
www.paradyne.com. 
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Hotwire Menus and Screens 




Menu and Screen Formats 

The Hotwire DSL system has an ASCII-based menu- and screen-driven user 
interface system that enables the user to configure and monitor the Hotwire cards. 
This section describes the components of a typical Hotwire menu and screen. 



Components of a Hotwire Menu 

A typical Hotwire menu format is shown below: 



Hotwire - DSL 



A. Configuration 



Monitoring 
Applications 
Diagnostics 
Exit 



<no name> 



Configuration 



B. Ports 

C. Interfaces 

D. Users 

E. Bridge 

F. SN Configuration 

G. Filters 



Card Status 



A. Card Info 



B. Time/Date 

C. NURAM Clear 

D. NURAM Cfg Loader 

E. Card Reset 

F. Download Code 



Menu Selection: | 

Hotwire 8G0Q: DSL01 : 8510: _M_D UXXX 



1 . Menu Title is the top line of the menu window that displays the title of the 
menu or submenu. 

2. Menu List is the portion of the menu window that displays the list of menu 
options. When selected, a menu option displays a submenu window or screen. 

3. Letter Navigation Keys are provided within a menu list. These keys provide a 
convenient way (shortcut) to select a menu item. 

For example, from the Hotwire - DSL menu illustrated above, you can simply 
press the A key to select the Configuration menu item. The Configuration 
menu appears. You can then press the A key to select the Card Status menu 
item. This action displays the Card Status menu. (You can also use the arrow 
keys on your keyboard to select a menu item. See Commonly Used Navigation 
Keys on page 2-4 for more information.) 
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Components of a Hotwire Screen 

A typical Hotwire screen looks like this: 



1 



r 



2 < 



Card Information 



8344 SDSL SAR SI 



8344 SDSL SAR SI 



Card Contact: Jim Robins 
Card Location: SVSTEST 



Local Control Terminal Fort Mode: 
Remote Control Terminal Fort Mode: 
Telnet daemon tcp port: 



standard 
standard 
23 



Input Card Name: | 

DSLBl: 8344: UUUUU UUUUU UUUUU UUUUU UUUU 



1 . System Header Line is the top line of the screen. This line has two fields that 
provide system login information. 

— The first field displays the system name or the individual card name. 
(Access the System Information screen by selecting the appropriate card 
in the chassis and then follow this menu sequence: Configurations Card 
Status^ Card Info.) If you do not define the system name, the DSL user 
interface will display <no name>. The current login may also be displayed 
here. 

2. Display Area is the main portion of the screen on which pertinent DSL system 
information is displayed. This is also the portion of the screen on which fields 
requiring input are displayed. However, you cannot enter values for the fields 
in this portion of the screen. You must enter field values in the Input Line at the 
bottom of the screen (see Step 3). 

3. Input Line is the area of the screen below the line where you are prompted to 
enter values for the specific field that is highlighted on the screen. 

For example, in the Card Information screen above, the Card Name field is 
highlighted. If you want to modify card information, you must enter the card 
name at the input Card Name: prompt at the bottom of the screen. 
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4. Status Line is the last line of each user interface screen that contains status 
information for the port card currently selected. Status information is the same 
as what is reported on the card selection screens, including the following: 

— Chassis type (881 0, etc.) 

— Interface type (DSL, etc.) 

— Number of interfaces (01-24, depending on number of ports available for 
selected card) 

— Status of each interface 



For cards with more than 12 ports, two lines will alternately appear each time 
the screen is refreshed, as shown below: 

Line 1 : 

Hotwire 8810: DSL01: 8343 _ M _ D U 

Line 2: 

DSL01: 8x43 UUDDX XXXXX XXXXX XXXXX XXXX 



For more information about the status displayed on this screen, such as major 
and minor alarms, see Troubleshooting in Chapter 5, Diagnostics and 
Troubleshooting. 
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Commonly Used Navigation Keys 

The following table lists navigation keys and their definitions. These commands 
are used to move around the Hotwire DSL menus and screens. 



Keys 


Definition 


Backspace, Del, 
Ctrl-d 


Erases the character to the left of the prompt. 


Ctrl-e 


Returns to the card selection screen from any screen. 


Ctrl-r 


Resets counters (on monitoring statistics displays). 


Ctrl-u 


Clears the current input or prompt line. 


Esc h, ? 


Displays the online Help screen. 


Ctrl-v 


Displays pop-up menus. 


Esc 1, Ctrl-I 


Refreshes the screen. 


Esc n 


Goes to the next window. 


Esc p, Ctrl-z 


Goes back to the previous window. 


Esct, Ctrl-a, Ctrl-c, 
Ctrl-t, or Ctrl-y 


Goes back to the original, top-level window. 


Left arrow, Ctrl-b 


Moves the cursor to the left. 


Right arrow, Ctrl-f 


Moves the cursor to the right. 


Up arrow, Ctrl-p 


Moves up to the previous menu selection or entry field. 


Down arrow, Ctrl-n 


Moves down or to the next selection. 


Enter or Return 


Accepts entry. 
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Levels of Access 

There are two levels of privileges on the Hotwire DSL system. Your user accounts 
can be configured with a user name, password, and privilege of: 

■ Administrator. The Administrator has complete read/write access to the DSL 
system. With Administrator permission, you can set specific parameters and 
variables to configure cards, ports, interfaces, VNID bridging, and endpoint 
selection. 

■ Operator. The Operator has read-only access and can view configuration 
information and monitor performance but has no configuration menu access or 
modification permission. 

The default access is no login and password with Administrator status. To provide 
login security to the DSL system, user accounts must be configured. 

NOTE: 

There must be at least one Administrator configured in order to have system 
security. 

For information on configuring user accounts, see the Hotwire Management 
Communications Controller (MCC) Card, IP Conservative, User's Guide. 



User Login Screen 

You can log in to the Hotwire DSL system using either a local VT1 00-compatible 
terminal or a remote Telnet connection. The Hotwire DSL system accepts only 
three login sessions at a time, with one user able to access any one card at a 
given time. 

NOTE: 

The User Login screen only appears if one or more users have been defined 
on the MCC. 



At the User Login screen, enter your login ID and password. You must wait until 
your login is verified, anywhere from two seconds to 12 minutes. If you have 
RADIUS Authentication, this verification takes some time while each RADIUS 
server is contacted one at a time. 

If you are denied access during a Telnet session, the session stops and an error is 
logged. If you are using a console, return to the User Login screen. 

NOTE: 

If you forget your password, contact your Technical Support Center. Have the 
serial number of the MCC card available, and the service representative will 
provide you with a password. 
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User Login 



Password : 



Input User ID: | 



NOTE: 

The login ID and password are case-sensitive; that is, the system recognizes 
both upper- and lowercase letters. For example, if you enter your user name 
and password information in uppercase letters and your assigned user name 
and password are in upper- and lowercase letters, the system will not let you 
log in. 



After entering your login ID and password, the system displays the Hotwire 
Chassis Main Menu. 
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Hotwire Menu Hierarchy 

This section describes the menu structure of the Hotwire user interface. 
NOTE: 

The Hotwire menu for the line cards with an ATM Network interface (used in 
conjunction with the SCM card) has a few differences from the other DSL port 
card menus. For example, the menu for line cards with an ATM Network 
interface will show SAR Statistics while other line cards will show Ethernet 
Statistics for menu selection B-B-B. 



Hotwire Chassis Main Menu 

The following illustration shows the Hotwire Chassis Main Menu. 



Hotwire Chassis 

A. Quick Card Select 

B. Port Card Select 

C. Mgmt. Card Select 

D. Managed SN Select 

E. Chassis Info 

F. Current Users 

G. Logout 

00-15566 03 



From the Hotwire Chassis Main Menu, you can select: 

■ A. Quick Card Select to display a list of all cards in the chassis. Used to jump 
directly to an MCC, SCM or DSL card in the chassis, or to a Service Node 
(SN). The card you select determines the next Hotwire menu. The Quick Card 
Select screen also provides status on the card interfaces. After selecting a 
port card or SN, you can return to the Quick Card Select screen by pressing 
Ctrl-e. 

See Quick Card Select Screen on page 2-8. 

■ B. Port Card Select to select a particular port card in the chassis or display 
status about all port cards and their interfaces. After selecting a port card, you 
can return to the Port Card Select screen by pressing Ctrl-e. 

See Port Card Select Screen on page 2-8. 

■ C. Mgmt. Card Select to select a particular management card in the chassis 
or display status about all management cards and their interfaces. After 
selecting a management card, you can return to the Mgmt. Card Select screen 
by pressing Ctrl-e. 

See the Hotwire Management Communications Controller (MCC) Card, IP 
Conservative, User's Guide tor more information about the MCC card menu. 
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■ D. Managed SN Select to display the list of directly managed SNs and their 
connectivity status. After selecting a SN, you can return to the Managed SN 
Select screen by pressing Ctrl-e. 

See the Hotwire DSL Routers User's Guide tor more information about the SN 
menu. 

■ E. Chassis Info to enter or display chassis information, such as the chassis 
name, person responsible for the system, and physical location. 

See Chassis Information Screen on page 2-9. 

■ F. Current Users to view a list of the users currently logged in to the chassis. 
See Current Users Screen on page 2-9. 

■ G. Logout to exit from the current login session on the Hotwire DSL system. 
For more information, see Exiting from the System on page 2-16. 



Quick Card Select Screen 

This screen displays all the cards in the chassis and enables you to Telnet to a 
selected card in the chassis or to a connected DSL router, providing you know the 
port on the DSL card to which the endpoint is connected. Select a specific card or 
SN and establish a connection from it to the MCC for configuring or monitoring the 
card. Only those slots that are populated are displayed; empty slot numbers are 
skipped. If more than 1 7 slots are populated, 1 5 cards will display on a first page, 
with the remaining slots displaying on a second page. 

NOTE: 

If a card is locked in Download Only mode, you will be informed of this and no 
status will display on the screen. 



Port Card Select Screen 

This screen displays all DSL port cards in the chassis and enables you to Telnet to 
a selected DSL card in the chassis or to a connected DSL router, providing you 
know the port on the DSL card to which the endpoint is connected. Only those 
slots that are populated are displayed; empty slot numbers are skipped. Only six or 
seven DSL cards can fit onto one page, so multiple pages may be required to 
display status for all DSL port cards in the chassis. 
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Chassis Information Screen 



Field 


Input 

Characters 


Description 


Chassis Name 


16 alphanumeric 


Name for the equipment. 


Chassis Contact 


32 alphanumeric 


Name and phone number of individual 
responsible for the equipment. 


Chassis Location 


16 alphanumeric 


Physical location of the equipment. 


Bay Number 


16 alphanumeric 


Floor and/or bay number of the equipment. 


Chassis Number 


16 alphanumeric 


Chassis serial number (located on the lower 
right side of chassis). 


Chassis Model 


4 alphanumeric 


Chassis model number (8600, 8800, 8610, 
8620, 881 0, or 8820). The MCC card fills in this 
field, but you can change it. 



Current Users Screen 



Field 


Description 


User ID 


User ID of the person logged in. 


Time 


Login time. 


Priv 


Access level assigned to the user who logged in. 


Console/Telnet/FTP 


The type of login (C, T, or F). If Telnet (T) or FTP (F), the IP 
address of the remote host is also recorded. 
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Hotwire - DSL Menu 



After selecting a specific DSL card from either the Quick Card Select screen or the 
Port Card Select screen, the DSL system displays the Hotwire - DSL Menu. 



Hotwire - DSL 

-A. Configuration 1 
-B. Monitoring 
-C. Applications 

D. Diagnostics — 

E. Exit 



See 
Configuration 

Menu 1 



See 
Monitoring 
Menu 



Applications 



Function 

not Supported 



' The Configuration menu item appears only if 
you have Administrator permission. 



Diagnostics 



A. Selftest 

B. Alarms 

C. Packet Echo 

D. SN Selftest 

E. BERT 



01-15975-06 



From this menu, you can configure, monitor, and troubleshoot a specific DSL card. 
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DSL Card Configuration Menu 



The following figure illustrates the complete Configuration menu hierarchy from the 
Hotwire - DSL menu. 



(B) Ports 



A. Ethernet Port 1 

B. DSL Ports 



(A) Card 



A. Card Info 

B. Time/Date 

C. NVRAM Clear 

D. NVRAM Cfg Loader 

E. Card Reset 

E Download Code - 



(D) Users 



Function Not 
Supported 



(C) Interfaces 



A. General 

B. Control 



(A) Configuration 



Card 
Ports 
Interfaces 



D. Users 

E. Bridge 

F. SN Configuration 

G. Filters 



(F) SN Configuration 



(E) Bridge 



A. General 

B. Card VN ID Table 

C. VNID Binding Table 

D. Client Allocation 

E. Client VNID Table 

F. ARP Table - 



(F) Download Code 



A. Download Code 

B. Apply Download 



(G) Filters 



A. IP Filters 

B. Ethertype 
Filters 



(F) ARP 



A. Parameters 

B. ARP Entry 



1 DSL Card with Ethernet Network Interface only 



01-15899-06 



NOTE: 

The Configuration menu and its submenus appear only when logging in to the 
system with a user account that has Administrator permission. 



Use care when entering configuration information, since the system will react 
based on the values you enter. Entering configuration information may result in 
adding data in the MIB II Systems Group. 
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DSL Card Monitoring Menu 



The following figure illustrates the complete Monitoring menu hierarchy from the 
Hotwire - DSL menu. 



(B) Monitoring 

A. Card 

B. Physical Layer 

C. Interfaces 

D. Bridge 

E. SN Information 

F. Filters -, 



(A) Card 

A. Card Info 

B. Login History 

C. Syslog 



(C) Interfaces 



A. Active List 

B. Status 



(E) SN Information 



(F) Filters 



A. IP Filters 

B. Ethertype 
Filters 



(B) Physical Layer 



A. Active List 

B. Ethernet Stats 1 

B. SAR Stats 2 

C. EtherHDLC Stats 

D. DSL Link Perf 

E. DSL Perf Stats 

F. DSL Error Stats 

G. DSL Xmit Stats 



(D) Bridge 



A. Card VN ID Table 

B. MAC Table 

C. VNID Binding Table 

D. Client Allocation 

E. Client VNID Table 

F. ARP Table 



1 DSL Card with Ethernet Network Interface only 

2 DSL Card with ATM Network Interface only 



01-15900-C 



Logging In to the System 

This section describes how to log in to the Hotwire DSL system after the system 
has been configured. For information on accessing the system for the first time, 
see the Hotwire Management Communications Controller (MCC) Card, IP 
Conservative, User's Guide. 



NOTE: 

When you power on the system for the first time, the system displays the Who 
Am I screen. This screen can be accessed only from the local console. 
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Accessing a Selection Screen 
Procedure 

To access one of the selection screens: 

1 . From the Hotwire Chassis Main Menu, select one of the following: 

— A for Quick Card Select 

— B for Port Card Select 

— C for Mgmt. Card Select 

— D for Managed SN Select 

The desired selection screen appears. 

2. At the Goto : prompt, type the slot number of the desired card. Or, type the 
slot and port number of the desired SN. 

The appropriate menu appears. For Management card menu information, see 
the Hotwire Management Communications Controller (MCC) Card, IP 
Conservative, User's Guide. For SN menu information, see the Hotwire DSL 
Routers User's Guide. 

The following is an example of the Port Card Select screen. 



















REGRESS! 










Port 


Card Select 






Slot 


Card 


Type 




Status 




















5: 


S3S5 


PC Status 










ATM 


















SHDSIX24) 


X 


X X 


X 


X 


X X X X 


X 


X 


X X X X 


X X X X X 


X X X X 








flIM<l> 




U 






















7: 


8373 


PC Status 










lBBbT 


















EfiDSL<12) 


U 


X X 


D 


U 


X X D U 


D 


X 


U 












Eth<l> 




U 






















8: 


8374 


PC Status 










ATM 


















RADSL<12> 


U 


X X 


U 


X 


X D U D 


D 


D 


U 












SARd) 




U 






















10: 


8314 


PC Status 










ATM 


















Reach<12> 


U 


X U 


X 


X 


X U X X 


X 


X 


U 












sar<i> 




U 


























Press 


Enter 


For 


Next 


Page or 


Slot 


Number: 


■ 


-Page 2- 



Goto Card <slottt for DSL or slottt, ports for SN>:| 
Hotwire 8820: MCP: 8000c: U 



NOTES: 

— If an option is not active, an underscore appears in its place. 

— The 831 2/831 4 ReachDSL v1 cards appear on the screen with their 
former MVL name. 
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The following information is displayed on the Port Card Select screen. 



Column 
Heading 


Display 


Description 


Slot 


<slot number> 


Slot number of card in chassis. 


Card 


<card type> 


Model number of card such as 851 0, 831 2, 
8343, etc. 


Type 
(1st line) 


PC Stat 


Port card status. 


Status 
(1st line) 


Position 1 : T or _ 


Test mode. Card currently in test mode or _ for 
no active test. 




Position 2: M or 


Major alarm. Major alarm present on card or_ 
for no active major alarm. 




Position 3: R or_ 


Minor alarm. Minor alarm present on card or_ 
for no minor alarm active. 




<descriptive text> 


Up to 42 characters of additional information 
about the card (IP Conservative software) and 
status of the card (Active or Spare). 


Type 
(2nd line) 


RADSL, MVL, SDSL, etc. 
(1-24) 


DSL type (number of ports). 


Status 
(2nd line) 


<port status> 


Port status: U=Up, D=Down, X=Disabled/Not 
Initialized 


Type 
(3rd line) 


Eth, etc. (1) 


Uplink type (number of ports). 


Status 
(3rd line) 


■cuplink status> 


Status of uplink: 

U=Up, D=Down, X=Disabled/Not Initialized, 
L=Loopback, A=Alarm 



For example, the following may be displayed on the Port Card Select screen: 

Position: 1 2 3 

Linel: 1: 8510 PC Status lObT 

Line 2: radsl(4) u d d d 

Line 3: Eth(l) u 

This display shows the following: 

■ There is an 851 0 port card with a 1 0BaseT interface in Slot 1 

— Position 1 - No current test ( _ ) 

— Position 2 - No major alarm is present ( _ ) 

— Position 3 - No minor alarm present ( _ ) 

■ This RADSL card has four ports. Port 1 is up, while Ports 2 through 4 are 
down. 

■ There is an Ethernet uplink (one port) and the link is up. 
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The following is an example of the Quick Card Select screen. 



Quick Card Select 



Belleair Beach 



Slot Card 


Tune 


Status 


11,(1. inh- 


HTM 




Links - 






MIX ?>: 8000 


MCP 




U 












1 


8312 


MUL<12> 




U 




UXUXX 


XXXXX XX 






2 


8310 


MUL<4> 




U 




XXXX 








3 


8510 


RADSIX4) 




U 




uxux 








4 


8510 


RADSLC4) 


IIS 


U 




uxxx 








5 


8310 


MUL<4> 




U 




uuuu 








6 


8775 


MSDSLC4) 


~ M ~ 


DDDD 




UDDU 








7 


8774 


MSDSLC4) 


M 


DDDD 




UDUD 








8 


8784 


MHDSLC2) 


_ H _ 


DD 




UU 








12 


8343 


SDSL<24) 




U 




xxxxx 


XXXXX xxxxx 


XXXXX 


xxxx 


13 


8776 


MSDSLC4) 


~ H I 


DDDD 




DDDD 








14 


8344 


SDSL<24> 


_ M _ 




X 


UXXXX 


XXXXX XXXXX 


XXXXX 


xxxx 



Enter Slot Number to Select a Card: 



Goto <Mtt for MCC or Stt for SCM or slottt for DSL or slottt„porttt for SN>: 
Hotwire 8820: MCP: 8000c: U 



NOTES: 

— If an option is not active, an underscore appears in its place. 

— For RADSL Cards only, if a D appears in the status line for an unused port, 
use the DSL Parameters screen (A-B-B) to disable the port. Then, 
reenable the port when you need to use it. See DSL Configuration Ports 
Screens in Chapter 3, DSL Card Configuration tor more information. 



The following information is displayed on the Quick Card Select screen. 



Column 
Heading 


Display 


Description 


Slot 


<slot number> 


Slot number of card in chassis. 


Card 


■cmodel number> 


Model number of card such as 851 0, 831 2, 8343, etc. 


Type 


RADSL, MVL, 
SDSL, etc. (1-24) 


Card type (number of ports), for example SDSL(24). 


Status 


Position 1 : T or_ 


Test mode. Card currently in test mode or _ for no 
active test. 


Position 2: M or_ 


Major alarm. Major alarm present on card or _ for no 
active major alarm. 


Position 3: R or_ 


Minor alarm. Minor alarm present on card or _ for no 
minor alarm active. 


UpLinks 


-cuplink status> 


Status of uplink: 

U=Up, D=Down, X=Disabled/Not Initialized, 
L=Loopback, A=Alarm 


ATM 


<atm status> 


Status of ATM uplink: 
U=Up, D=Down 


Links 


<dsllink status> 


Status of DSL ports: 

U=Up, D=Down, X=Disabled/Not Initialized, 
^Incompatible slot, H=Handshaking, E=Empty slot, 
N=Network timing 
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Accessing the Hotwire - DSL Menu 

^ Procedure 

To access the Hotwire - DSL menu: 

1 . From the Hotwire Chassis Main Menu, select one of the following: 

— A for Quick Card Select 

— B for Port Card Select 

The desired selection screen appears. 

2. Verify that the DSL card you want to access appears on the selection screen. 

3. At the Goto : prompt, type the slot number of the desired card. For example, if 
you want to configure the DSL card in Slot 13, type 13. Then, press Enter. 

The Hotwire - DSL menu appears. 



Exiting from the System 

You can manually log out of the system or, after five minutes (on MCC or SCM) or 
ten minutes (on Access Node) of inactivity, the system will automatically log you 
out. 



Manually Logging Out 

► Procedure 

To exit from the Hotwire DSL system: 

1 . Return to the card selection screen by selecting Exit from the Hotwire - DSL 
menu. 

2. Press Ctrl-z. 

3. From the Hotwire Chassis Main Menu, select Logout. 

The system exits from the current login session on the Hotwire DSL system. 



Automatically Logging Out 

The DSL system has an automatic timeout feature that logs you out of the system 
after five minutes (on MCC or SCM) or ten minutes (on Access Node) of inactivity. 
You will need to log back in to continue your work. 

To log back in, press Enter to display the User Login screen and log in. 



2-16 



April 2002 



8000-A2-GB26-70 



DSL Card Configuration 




Overview 

This chapter describes configuration options on the DSL card. Use these options 
to customize your applications. For information on customizing the MCC card, see 
the Hotwire Management Communications Controller (MCC) Card, IP 
Conservative, User's Guide. 



Naming Conventions 

Special naming conventions exist for the Port Name and Interface Name fields. 

■ Port Name - Identifies a physical port. It consists of a family name (such as 
dsl for a DSL card, eth for Ethernet, or sar for SAR), and a port number. The 
port number can range from 1 -4 for 4-port cards such as the 851 0 RADSL 
card, 1-12 for 12-port cards such as the 8312 ReachDSL card, or 1-24 for 
24-port cards such as the 8343 SDSL card. See the following example: 

dsl4 

where: 

dsl = Family Name (dsl, eth or sar) 
4 = Port Number (for example, Port 4) 

■ Interface Name - Identifies a logical connection. It consists of a family name 
and a port number (same as the port name), followed by a number identifying 
the drop on which the connection is located (for those networks consisting of 
multiple drops on a line). Currently, the drop number is limited to 1 on all 
screens, except for Block Error Rate Test (D-E) on the 8314 ReachDSL card. 
See the following example: 

dsM 2:1 

where: 

dsl = Family Name (dsl or eth) 

12 = Port Number (for example, Port 12) 

1 = Multidrop Number (currently, only 1 is allowed) 
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Configuring Subnet Addressing 

To define a subnet entry, the IP address has to be entered as the lower boundary 
address of the subnet. Otherwise, only a host entry can be configured. 
For example, a subnet with a mask of 255.255.255.1 92 requires one of the 
following IP addresses, where xxx = any IP address: 

■ xxx.xxx.xxx.O 

■ xxx.xxx.xxx.64 

■ xxx.xxx.xxx. 1 28 

■ xxx.xxx.xxx. 1 92 

Configuring Subnet Masks 

After the IP address is entered, a default subnet mask is displayed. The default 
subnet mask is based on the IP address entered and can be changed. 



If the IP Address entered is . . . 


Then the Default Subnet Mask is . . . 


xxx.xxx.xxx.O 


255.255.255.0 


xxx.xxx.0.0 


255.255.0.0 


xxx.0.0.0 


255.0.0.0 


XXX. xxx.xxx.xxx 


255.255.255.255 



To configure the DSL card, a valid subnet must be used. When a Host entry is 
input, any valid IP address results in a subnet mask of 255.255.255.255. 

When a Subnet entry is entered, the valid subnet mask is based on the IP address 
entered. A valid subnet mask must be in one of the following formats: 

■ 255.0.0.0 

■ 255.nnn.0.0 

■ 255.255. nnn.O 

■ 255.255.255. nnn 

Where nnn must be: 0, 128, 192, 224, 240, 248, 252, or 254. 
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Domain Types 

To monitor and control the overall system, the Hotwire Access Network should be 
partitioned into two distinct domains: 

■ Service domain(s) (Layer 2, MAC Bridging) 

■ Management domain (Layer 3, IP Routing) 



Service Domain 

A service (or data) domain is comprised of all clients and servers (grouped 
physically or virtually) that communicate across a common WAN or LAN 
connection for Internet or intranet access. This is the Layer 2 bridging domain of 
the NSP. The Access Node cards and the Service Nodes are the Hotwire 
components of this domain. The service domain also encompasses an NSP and 
all end-user systems that subscribe to that NSP. 



Management Domain 

The primary function of the management domain is monitoring and configuring the 
DSL cards and service domains served by the DSLAM. The management domain 
should reside in a mutually exclusive domain from that of the service (data) 
domain(s). The MCC card functions as a service router and is the primary tool for 
configuring and diagnosing the management domain. 

It is recommended that the management domain reside in a separate domain from 
the service domain(s) for security purposes and to improve download 
performance. 



Minimum Configuration 

The minimum configuration of the DSL port card differs, depending on the type of 
SN used. 



Minimum Configuration When Using the 5620, 6310, or 6350 SN 

When using either the 5620, 631 0, or 6350 SN, the DSL port card is in control of 
the connection. At a minimum, you must configure the following: 

■ VNIDs on a DSL card (see Configuring VNID(s) on a DSL Card on page 3-20) 

■ The active VNID and the Next Hop Router on each DSL port/interface (see 
Configuring the Active VNID and the Next Hop Router on each DSL 
Port/Interface on page 3-22) when using DHCP 

■ Static users (see Configuring Static Users on page 3-23) if you have static 
users on your network, fixed addresses, or subnets 
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Minimum Configuration When Using the DSL Router 

When using the DSL Router as the SN, the DSL Router is in control of the 
connection. At a minimum, you must do the following: 

■ Configure VNIDs on a DSL card (see Configuring VNID(s) on a DSL Card on 
page 3-20). 

■ Activate the VNID Binding Table to the port (see Configuring the Active VNID 
and the Next Hop Router on each DSL Port/Interface on page 3-22), except 
when using a DSL card with an ATM Network interface in Standard mode. 



NOTE: 

The default minimum configuration for a DSL card with an ATM Network 
interface is a valid configuration. 



DSL Configuration Card Screens 

Use the system information submenu of the Card screens to configure basic DSL 
card-level information. 



Hotwire 



DSL 



Co n f icmr at ion 



B. Monitoring 

C. Applications 

D . Diagnost ics 

E. Exit 



Menu Selection: | 
Hotwire 8820: DSLSi : 



8344 SDSL EAR SI 



Conf igurat ion 



B. Ports 

C. Interfaces 

D. Users 

E. Bridge 

F. SN Configuration 

G. Filters 



8344: 



Card 



. Card Info 



B . T ine/Date 

C. NURAM Clear 

D. NURAM Cfg Loader 

E. Card Reset 

F. Download Code 



NOTES: 

— Only a user who logs in to the Hotwire DSL system with Administrator 
permission can configure the DSL card. 

— You cannot upload a configuration from an 831 0 4-port MVL card, then 
download it to an 8312 12-port ReachDSL card. 
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Procedure 

To configure card information, time/date, clear NVRAM, upload or download 
configuration sets, download new firmware, or reset card: 

1 . Follow this menu selection sequence: 

Configuration — > Card (A-A) 

2. The Card menu appears. Enter the desired value on each selected screen and 
field as shown in Table 3-1 , Card Options, and press Enter. 

Table 3-1. Card Options (1 of 3) 



Card Info (Card Information) A-A-A 



Gives the user the ability to configure basic card-level information. 

Card Name - 16 alphanumeric characters maximum. Name assigned to the DSL card 
(Default = noname). 

Card Contact - 32 alphanumeric characters maximum. Name or number of party 
responsible for the card (Default = nobody). 

Card Location - 16 alphanumeric characters maximum. Location of the card 
(Default = nowhere). 

Local Control Terminal Port Mode - Either Standard (for USA keyboards) or Extended 
(for European keyboards). 

Remote Control Terminal Port Mode - Either Standard (for USA keyboards) or 
Extended (for European keyboards). 

Telnet daemon tcp port - Displays 23. The TCP port number that the Telnet daemon 
listens on. This field is read-only. 

Time/Date A-A-B 



Displays the time zone, local time, and date on the DSL card. 

Time zone - Name of the system's time zone (Default = GMT). 

Local Time/Date - Time in hh:mm format (am or pm). Date in mm/dd/yy format 
(Default = none). 

NOTE: At system boot time and then periodically, the time zone, local time, and date 
on the DSL cards automatically synchronize with the MCC card. 

NVRAM Clear A-A-C 



Clears out the Non-Volatile RAM (NVRAM) and returns the configuration to factory 
defaults. This is useful if you want to reuse or reconfigure the card. 

CAUTION: If you select yes on this screen, you will permanently remove all of the 
configuration information you have stored on this card. The system will perform a reset 
and return the card to its factory configuration. 
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Table 3-1. Card Options (2 of 3) 



NVRAM Cfg Loader (NVRAM Configuration Loader) A-A-D 



Provides the ability to upload or download a copy of the card's binary configuration data to 
or from a Trivial File Transfer Protocol (TFTP) server. 

Configuration File Name - The file name may be a regular path name expression of 
directory names separated by a forward slash (/) ending with the file name. The total path 
name length must be less than 40 characters. If the TFTP server is hosted by a DOS 
machine running other than Windows 2000 or Windows NT, then directory and file names 
must follow the 8.3 DOS naming convention. 

DOS Machine 

If your server is hosted by a DOS machine, you must name the file to be uploaded 
using the DOS convention 8-character length. The system will automatically upload the 
configuration file and create directories and file names as needed. 

UNIX Machine 

If your server is hosted by a UNIX machine, the configuration file you name will not be 
created on the UNIX system by the TFTP server. It is critical that you work with your 
system administrator to plan the naming conventions for directories, file names, and 
permissions so that anyone using the system has read and write permissions. (This is 
a UNIX system security feature). 

NOTE: This must be done before you can upload files to a UNIX server. 

TFTP Server - Enter the host name of the TFTP Server or its IP address in 
nnn.nnn.nnn.nnn format. This address must be in the management domain. Enter M1 if 
the configuration file is stored in the flash device of the MCC card. 

TFTP Transfer Direction - Upload-to-Server/Download-from-Server (Default = Upload-to 
Server). Select Upload-to-Server to store a copy of the card's configuration on the server. 
Select Download-to-Server to have the file server send a copy of the stored configuration 
file to the card. 

Start Transfer - Yes/No (Default = No). 
Statistics: 

Packets Sent - Number of packets sent in download. 
Packets Received - Number of packets received in download. 
Bytes Sent - Number of bytes sent in download. 
Bytes Received - Number of bytes received in download. 
Transfer Time - The length of time the transfer is taking. 
Status - The progress of the file transfer. 



NOTE: After a download, the card automatically resets and the new configuration 
takes effect. 



eset 



Gives the user the ability to reset the card. This resets all counters and if a new 
configuration or software version has been downloaded, the new code will then become 
active. 

NOTE: This action disrupts the data flow for at least 30 seconds. 
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Table 3-1. Card Options (3 of 3) 



Download Code (Download Code and Apply Download) A-A-F (A and B) 

Provides the ability to download a new version of code and apply the downloaded code. 
For further information on this feature, see Appendix A, Download Code. 

Select Download Code (A) or Apply Download (B). 
Download Code (A) 

Allows code download. This screen is similar to the NVRAM Configuration Loader screen 
(A-A-D). 

Image File Name - The file name may be a regular path name expression of directory 
names separated by a forward slash (/) ending with the file name. The total path name 
length must be less than 40 characters. If the TFTP server is hosted by a DOS machine, 
then directory and file names must follow the 8.3 naming convention imposed by DOS. 

TFTP Server - Enter the host name of the TFTP Server or its IP address in 
nnn.nnn.nnn.nnn format. This address must be in the management domain. Enter M1 if 
the configuration file is stored in the file system of the MCC card. 

Start Transfer - Yes/No (Default = No). 

Statistics: 

Packets Sent - Number of packets sent in download. 

Packets Received - Number of packets received in download. 

Bytes Sent - Number of bytes sent in download. 

Bytes Received - Number of bytes received in download. 

Transfer Time - The length of time the transfer is taking. 

Status - The progress of the file transfer. 

If No is selected in the Start Transfer field, then once the download is complete you must 
press Ctrl-z to exit back to the Download Code submenu and select Apply Download 
(A-A-F-B) for the download to take effect. 

Apply Download (B) 

This selection applies the downloaded code and drops all connections by performing a 
device reset. This screen is used to overlay a recently downloaded image onto the 
working image for the card. If you select yes at the Reset System prompt, the system 
goes through a system restart and interrupts service on the card. For further information 
on this feature, see Appendix A, Download Code. 

NOTE: If you have not previously downloaded code, then you will not be able to 
access this selection. 
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DSL Configuration Ports Screens 

Use the system information submenu of the Ports screens to display the DSL 
Ports screen. This screen contains options for the physical layer of the selected 
interface. The following screen example is for DSL port cards with an Ethernet 
Network interface. The port cards with an ATM Network interface only allow you to 
select DSL Ports. 



Hotwire 



DSL 



. Configuration 



B. Monitoring 

C . Applicat ions 

D . Diagnost ics 

E. Exit 



Menu Selection: | 
DSL02: 8343: U X X X X 



SDSL T S2 



Con f igurat ion 



fl . Card 
i:> 

Interfaces 



Users 
Bridge 

SN Configuration 
Filters 



Ports 



Ethernet Port 



DSL Ports 



X X X X X X X X X X XXXXX XXXU 



^ Procedure 

To configure ports: 

1 . Follow this menu selection sequence: 

Configuration — > Ports (A-B) 

2. The Ports menu appears. Enter the desired value on each selected screen 
and field as shown in Table 3-2, Ports Options, and press Enter. Use Ctrl-v to 
display a pop-up list of selections within certain fields. 



Table 3-2. Ports Options (1 of 9) 



Ethernet Port (8510/8373 RADSL, 8310 MVL and A-B-A 
8312 ReachDSL Cards) 



This selection is available for 8510/8373 RADSL, 8310 MVL and 8312 ReachDSL cards. 
It provides the ability to configure duplex mode on the Ethernet port. 

Port Name - Enter the number of the Ethernet port. 

Full Duplex - Enter enable for full-duplex mode or disable for half duplex mode 
(Default = Disable). 

Interface State - Displays whether the port is enabled, not selected, etc. 

Action - Edit/Reset. Select Edit to configure the port. Select Reset to have changes 
become active. 
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Table 3-2. Ports Options (2 of 9) 



Ethernet Port (8343 SDSL and 8303 IDSL Cards) 




A-B-A 



This selection is available for 8343 SDSL and 8303 IDSL cards. It provides the ability to 
configure speed and duplex mode on the Ethernet port. 

Port Name - Enter the number of the Ethernet port. 

Auto Negotiate - Enable to allow the port to automatically select the best rate and duplex 
mode between this port and the Ethernet device(s). If disabled, you can manually 
configure the port using the following fields (Default = disable). 

Speed - Enter 10bT (10BaseT) or 100bT (100BaseT). (This field is read-only and 
displays the negotiated speed if Auto-Negotiate is set to Enable.) 

Full Duplex - Enter enable for Full-Duplex mode or disable for Half Duplex mode 
(Default = Disable). Full Duplex is not supported if speed is set to 100bT. 

Interface State - Displays whether the port is enabled, not selected, etc. 

Action - Edit/Reset. Select Edit to configure the port. Select Reset to have changes 
become active. 



DSL Ports (DSL Parameters) 8510/8373 RADSL Cards 
8374 RADSL Card 




A-B-B 
A-B-A 



Allows configuration of the operational and alarm parameters of the RADSL ports on the 
8510/8373/8374 RADSL cards. Each RADSL port is configured separately. 

NOTE: For other types of port cards, refer to the appropriate section in this table. 

Action - Edit to configure DSL ports. Reset to reset port and activate changes. Save to 
save changes (allows you to edit, then save multiple ports without having to exit the 
screen). 

Save Changes? - Enter yes or no. If you enter yes, you can edit another port before 
exiting the screen via a reset. 

Port Name - Enter 1-4 for 851 0 or 1 -1 2 for 8373/8374. 

State - Port state. This field is read-only. For 851 0, displays whether or not the port is 
selected. For 8373/8374, displays Port Enabled, Port NOT Enabled (port is performing a 
reset, or has never been made active), or Port NOT Selected (a port number has not 
been specified for display). 

SN Type - Model number of the service node. For Model 851 0/8373/8374 RADSL Cards, 
SN type is 5620, 6371 , or 6371 R2 (R2 indicates Release 2 or greater) (Default = 5620). 
Use Ctrl-v for a pop-up menu with available selections. 

SN Tx Power - 0 dB, -3 dB, -6 dB, -9 dB. Enter the Service Node transmit power: 0, -3, 
-6, or -9 dB (Default = -6 dB). 

Tx Power - 0 dB, -3 dB, -6 dB. Enter the rate that allows you to reduce the transmit 
power by: -3 dB or -6 dB (Default = 0 dB). Short loops require less power, reducing 
crosstalk and giving better performance on longer loops in the same cable bundle. 

Startup Margin - SM determines the quality of the connection of the upstream link on 
system startup. It is used in conjunction with the adaptive speed fields to determine the 
initial line speeds of the DSL link. The value is between -3 and 9. In Adaptive Mode, if the 
margin falls below SM, the DSL link will be restarted at a slower speed. If the calculated 
margin of the next speed is greater than SM by 3 dB, the speed will increase. 
Enter -3 to 9 (Default = 3). 

(Continued on next page) 
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Table 3-2. Ports Options (3 of 9) 



DSL Ports (DSL Parameters) 8510/8373 RADSL Cards (continued) A-B-B 
8374 RADSL Card A-B-A 



Behavior - Fixed/Adaptive (Default = Adaptive). In fixed rate mode, the DSL port will 
operate at the specified upstream and downstream speed. In rate adaptive mode, the 
rates will not exceed the maximum speed and traps are sent when the links drop below 
the minimum, as the transmission characteristics of the loop change. 

NOTE: If you see a Port Down alarm on an unused port, set Behavior to Fixed and the 
Fixed Down Speed to 0. This disables the port. You must reenable the port to use it. 

Link Encapsulation - Determines the protocol to be run on the selected port. 
(Default = EtherHDLC). Use Ctrl-v for a pop-up menu with available selections. Choose 
from the following: 

- EtherHDLC for IP packet applications 

- FUNI/MPOA for 8374 cards with 6371 R2 endpoints only 

NOTE: If you select FUNI/MPOA, the endpoint must be configured for routing only, 
otherwise the line will fail to come up and a SYSLOG message will be generated. 

Reed-Solomon Interleaving - Long/Short (Default = Long). 

Fixed: Down Speed* - 7168/6272/5120/4480/3200/2688/2560/2240/1920/1600/1280/ 
1024/960/896/768/640/512/384/256/0 (Default = 2560 Kbps). 

Fixed: Up Speed* - 

1 088/952/81 6/680/544/476/408/340/272/204/1 36/1 1 9/1 02/90.6/85/68/51/45/34/1 1 /0 
(Default = 1088 Kbps). Enter the fixed upstream speed. 

Adaptive: Max Dn Speed* - 7168/6272/5120/4480/3200/2688/2560/2240/1920/1600/ 
1280/1024/960/896/768/640/512/384/256/0 (Default = 7168 Kbps). Enter the maximum 
downstream speed. 

Adaptive: Max Up Speed* - 

1 088/952/81 6/680/544/476/408/340/272/204/1 36/1 1 9/1 02/90.6/85/68/51/45/34/1 1 10 
(Default = 1088 Kbps). Enter the maximum upstream speed. 



Thresholds for Trap Messages: 
Dn Speed Low* - 

71 68/6272/51 20/4480/3200/2688/2560/2240/1 920/1 600/1 280/1 024/960/896/768/ 
640/512/384/256 or d for Disable (Default = d). Enter the thresholds to cause traps to 
occur. 

Up Speed Low* - 1088/952/816/680/544/408/272/91 or d for Disable (Default = d). 
Enter the minimum upstream speed. 

Margin Threshold - Sends a trap message if the margin on either end falls below the 
startup margin by the selected value. For example, with a startup margin of +3 dB and 
a threshold offset of +3 dB, the Low Margin Trap will be sent if the margin falls below 
0 dB. Enter a value for the margin threshold trap (-7 dB to +14 dB, or D to Disable). 
(Default = +3) 

Link Down Ct - Sends a trap message if the number of DSL link down events in 
1 5 minutes exceeds the selected value. Enter a value for the Link Down Count Trap 
(0 to 1 000, or D to Disable). (Default = 0) 

* Some upstream speeds are not available when you select certain downstream 
speeds. Valid upstream speeds appear on the input line. 
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Table 3-2. Ports Options (4 of 9) 

DSL Ports (DSL Parameters) 8310 MVL and 8312 ReachDSL v1 Cards A-B-B 
8314 Reach DSL v1 Card A-B-A 



Provides the ability to configure the operational and alarm parameters of the DSL ports on 
the 8310/8312/8314 card. Each DSL port is configured separately. 

NOTE: For other types of port cards, refer to the appropriate section in this table. 

Action - Edit/Reset. Use Edit to configure the DSL ports. Use Reset to reset the port and 
make changes active. 

Port Name - Enter 1-4 for 4-port 8310 cards, 1-12 for 12-port 8312/8314 cards. 

SN Type - Model number of the service node. This field is read-only. 

Max Speed - 0/768/704/640/576/512/448/384/320/256/192/128 Kbps (Default = 768). 
The 0 selection mutes the transmitter and prevents the line from coming up. 

Behavior - Adaptive. In rate adaptive mode, the rates will vary between the minimum 
and maximum speeds as the transmission characteristics of the loop change. 

Link Encapsulation - Indicates the protocol running on the selected port. This field is 
read-only. 

On-hook Tx Power - 1 0, 7, 4, 1 , -2 dBm (Default = 1 0 dBm). The transmit power level 
used for the on-hook state. Both the AN and the SN will use the same value. If the 
maximum allowable speed is between 128 and 448 Kbps, the already low cross-talk 
levels may be reduced even more by lowering the on-hook transmit level. 

Off-hook Tx Power - 7, 4, 1 , -2, -5, -8, -1 1 dBm (Default = 7 dBm). The transmit 
power level used for the off-hook state. Both the AN and the SN will use the same value. 
For short loops (7000 feet or less), analog phone noise may be reduced and analog 
modem performance enhanced by reducing the off-hook power of the DSL transmitters in 
both directions. 

Margin Threshold - Sends a trap message if the margin on either end falls below the 
selected value. Enter a value for the margin threshold trap (-5 dB to +10 dB) 
(Default = +3). Enter D to disable trap. 

Link Down Ct - Sends a trap message if the number of DSL link down events in 
1 5 minutes exceeds the selected value. Enter a value for the Link Down Count Trap 
(0-1000) (Default = 0). Enter D to disable trap. 
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Table 3-2. Ports Options (5 of 9) 



8314 ReachDSL v2 Card 



DSL Ports (DSL Parameters) 8312 ReachDS v2 Card 




A-B-B 



A-B-A 



Provides the ability to configure the operational and alarm parameters of the DSL ports on 
the 8312/8314 ReachDSL v2 card. Each DSL port is configured separately. 

NOTE: For other types of port cards, refer to the appropriate section in this table. 

Action - Edit/Port Reset/Link Reset. Use Edit to configure the DSL ports. Use Port Reset 
to reset the port and make Tx Power and On-hook Voltage Drop Threshold changes 
active. Use Link Reset to reset the port and make link encapsulation changes active. 

Port Name - Enter 1-12. 

State - Port state. This field is read-only. 

SN Type - Enter 6310, 6350, or 6351 (Default = 6350). If a SN is already connected, its 
model number appears here. This field determines the available Max Up Speed, Max Dn 
Speed, Tx Power, Voltage Drop Thresholds, and Link Encapsulation selections. Use 
Ctrl-v for a pop-up menu with available selections. 

Line Type - The current operating line type. ReachDSL displays if the SN Type is 6350 or 
6351 . MVL displays if the SN Type is 631 0. This field is read-only. 

Behavior - Adaptive. In rate adaptive mode, the rates will vary between the minimum 
and maximum speeds as the transmission characteristics of the loop change. This field is 
read-only. 

Link Encapsulation - Determines the protocol to be run on the selected port. 
(Default = EtherHDLC). Use Ctrl-v for a pop-up menu with available selections. Choose 
from the following: 

- EtherHDLC for IP packet applications 

- FUNI/MPOA for 8314 cards only with a 6351 endpoint 

NOTE: If you select FUNI/MPOA, the endpoint must be configured for routing only, 
otherwise the line will fail to come up and a SYSLOG message will be generated. 

Max Dn Speed - 0/768/704/640/576/512/448/384/320/256/192/128 Kbps (Default = 
768). If the SN Type is 6350 or 6351 , speeds of 960/896/832 are also valid. The 
0 selection mutes the transmitter and prevents the line from coming up. When Max Dn 
Speed is set to 0, Max Up Speed will also be set to 0. 

Max Up Speed - 0/768/704/640/576/512/448/384/320/256/192/128 Kbps (Default = 
768). If the SN Type is 6350 or 6351 , speeds of 960/896/832 are also valid. The 
0 selection mutes the transmitter and prevents the line from coming up. When Max Up 
Speed is set to 0, Max Dn Speed will also be set to 0. Max Up Speed cannot be greater 
than Max Dn Speed. 

On-hook Tx Power - 1 0, 7, 4, 1 , -2 dBm. If the SN Type is 6350 or 6351 , TX Power of 
12 dBm is also valid. (Default = 12 dBm for Model 8312/8314-01 1 with 6350/6351 SN. 
Default = 1 0 dBm for Model 831 2/831 4-01 1 with 631 0 SN and Model 831 2-013 with any 
SN. See the General Card Information screen (B-A-A) for card model number.) The 
transmit power level used for the on-hook state. Both the AN and the SN will use the 
same value. If the maximum allowable speed is between 128 and 448 Kbps, the already 
low cross-talk levels may be reduced even more by lowering the on-hook transmit level. 

(Continued on next page) 
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Table 3-2. Ports Options (6 of 9) 



DSL Ports (DSL Parameters) 8312 ReachDSL v2 Card (continued) A-B-B 
8314 Reach DSL v2 Card A-B-A 



Off-hook Tx Power - 7, 4, 1 , -2, -5, -8, -1 1 dBm. If the SN Type is 6350 or 6351 , TX 
Power of 10 and 12 dBm are also valid. (Default = 12 dBm for Model 8312/8314-01 1 with 
6350/6351 SN. Default = 10 dBm for Model 8312-013 with 6350/6351 SN. Default = 7 for 
both -01 1 and -013 models with 6310 SN. See the General Card Information screen 
(B-A-A) for card model number.) The transmit power level used for the off-hook state. 
Both the AN and the SN will use the same value. For short loops (7000 feet or less), 
analog phone noise may be reduced and analog modem performance enhanced by 
reducing the off-hook power of the DSL transmitters in both directions. 

CO On-hook Voltage Drop Threshold - 0V, 6V (Default = 6V for Model 8312/8314-01 1 . 
Default = 0V for Model 8312-013. See the General Card Information screen (B-A-A) for 
card model number.) Used in combination with the SN On-hook Voltage Drop Threshold. 
See CO and SN On-hook Voltage Drop Threshold Settings below. 

SN On-hook Voltage Drop Threshold - 34V, MaxV (Default = 34V). Used in 
combination with the CO On-hook Voltage Drop Threshold. 



CO and SN On-hook Voltage Drop Threshold Settings 



When . . . 


Set the CO On-hook 
Voltage Drop Threshold 
to . . . 


Set the SN On-hook 
Voltage Drop Threshold 
to . . . 


The CO does NOT have a DC 
blocking CAP CO filter 


6V 


34V 


The CO does have a DC 
blocking CAP CO filter 


OV 


34V 


Both the CO and the SN have 
DC blocking CAP filters 
(This creates an always 
off-hook condition.) 


OV 


MaxV 



Thresholds for Trap Messages: 

Margin Threshold - Sends a trap message if the margin on either end falls below the 
selected value. Enter a value for the margin threshold trap (-7 dB to +14 dB) 
(Default = 0). Enter D to disable trap. 

Link Down Ct - Sends a trap message if the number of link down events in 

1 5 minutes exceeds the selected value. Enter a value for the Link Down Count Trap 

(0-1000) (Default = 0). Enter D to disable trap. 
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Table 3-2. Ports Options (7 of 9) 



IDSL Ports (DSL Parameters) 8303 IDSL Card A-B-B 
8304 IDSL Card A-B-A 



Allows configuration of the operational and alarm parameters of the IDSL ports on the 
IDSL 8303/8304 cards. Each IDSL port is configured separately. 

NOTE: For other types of port cards, refer to the appropriate section in this table. 

Action - Edit to configure DSL ports. Reset to reset port and activate changes. 

Port Name - Enter 1-24. 

State - Port state. This field is read-only. Displays Port Enabled, Port Not Enabled (port is 
performing a reset, or has never been made active), or Port Not Selected (a port number 
has not been specified for display) (Default = Port Not Selected). 

SN Type - Model number of the service node (Default = 6301 R2). For Model 8303/8304 
IDSL cards, SN type is Paradyne 6301 R2, Paradyne 6302R2, or None (R2 indicates 
Release 2 or greater). Select None when the port is connected to a network timing source 
only and no endpoint is attached. Use Ctrl-v for a pop-up menu with available selections. 

Line Code - 2B1 Q. (This field is read-only.) 

Data Rate - 144/128/64 (Default = 144 Kbps). 

Link Encapsulation - Determines the protocol to be run on the selected port 
(Default = EtherHDLC). Use Ctrl-v for a pop-up menu with available selections. Choose 
from the following: 

- EtherHDLC for IP packet applications 

- FUNI/MPOA for 8304 cards only 

NOTE: If you select FUNI/MPOA, the endpoint must be configured for routing only, 
otherwise the line will fail to come up and a SYSLOG message will be generated. 

Channel for 64 Kbps - B1/B2 (Default = B1). Valid channel for 64 Kbps operation. 

Transceiver Mode - Enter NT (Network Termination) or LT (Line Termination) 
(Default = LT). NT is used for timing while LT is used for data. One and only one IDSL port 
in each chassis must be dedicated as NT and connected to the appropriate ISDN timing 
source in the CO. This timing is then distributed to all other IDSL ports in the chassis. 
Only the first four ports on the card can be set to NT. 

- For timing: An IDSL circuit must be synchronized with the Digital Carrier System 
(the Digital Loop Carrier or DLC). The port you select for NT mode will be used to 
terminate a connection to an LT dedicated for system clock use. This NT port will 
probably not be used for data, but will derive the 2.048 Mhz system clock from the 
connection and distribute this timing to the other 23 IDSL ports on this card, and to 
other IDSL port cards via the backplane clock circuit. Once you have set one of the 
ports on the IDSL card for NT mode, use the IDSL Clock Configuration screen 
(A-G-B) on the MCP card to configure one of the clock circuits on the backplane to 
receive its timing from the IDSL port you just configured. To do this, set the Clock 
Configuration for NET_CLOCK1/NET_CLOCK2 field to 3 for Drive System Clock). 

NOTE: If the NT port loses the connection and the timing source fails, all IDSL 
loops on the chassis may lose data (denoted by Major Alarm and SNMP trap). For 
redundancy, you may wish to dedicate an additional port on another IDSL card in 
the chassis as a spare timing source and leave the port it in LT mode. In case of 
failure, this secondary timing port can be enabled remotely by changing the status 
of the primary timing port to LT and the secondary port to NT. Be aware that the 
NET_CLOCK1 and NET_CLOCK2 options must be configured correctly on the 
MCC card. See the Hotwire Management Communications Controller (MCC) Card, 
IP Conservative, User's Guide for more information. 

(Continued on next page) 
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Table 3-2. Ports Options (8 of 9) 



IDSL Ports (DSL Parameters) 8303 IDSL Card (continued) A-B-B 
8304 IDSL Card A-B-A 



- For data: The BRITE card on the channel bank connected to the GranDSLAM must 
be set to NT. Set the channel bank card closest to the customer premises to LT. The 
IDSL Router defaults to NT. This configuration allows handshaking across the line 
to start up correctly. See the figure below: 




LT NT 



Channel 
Bank 



Digital 
Carrier 
System 



Channel 
Bank 



LT NT 




GranDSLAM 



Hotwire 
IDSL 
Router 

01-16949 



Thresholds for Trap Messages: 

Link Down Ct - Sends a trap message if the number of DSL link down events in 
1 5 minutes exceeds the selected value. Enter a value for the Link Down Count Trap 
(0 to 1 000, or D to Disable) (Default = D). 

NOTE: If you have made changes to this screen, you must exit the screen, then save 
the changes. The changes are then activated. You can only save changes on one port 
at a time. 
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Table 3-2. Ports Options (9 of 9) 



8344 SDSL Card 



SDSL Ports (DSL Parameters) 8343 SDSL Card 




A-B-B 



A-B-A 



Allows configuration of the operational and alarm parameters of the SDSL ports on the 
SDSL 8343/8344 cards. Each SDSL port is configured separately. 

NOTE: For other types of port cards, refer to the appropriate section in this table. 

Action - Edit to configure DSL ports. Reset to reset port and activate changes. 

Port Name - Enter 1-24. 

State - Port state. Displays whether or not the port is selected. (This field is read-only.) 

SN Type - Model number of the service node. For Model 8343/8344 SDSL cards, SN 
type is 6341 , 6342, 6341 R2, or 6342R2 (R2 indicates Release 2 or greater). Use Ctrl-v for 
a pop-up menu with available selections. 

Line Code - CAP. (This field is read-only.) 

Behavior - Fixed (read-only). In fixed rate mode, the DSL port will operate at the 
specified upstream and downstream speed. 

Link Encapsulation - Determines the protocol to be run on the selected port. 
(Default = EtherHDLC). Use Ctrl-v for a pop-up menu with available selections. Choose 
from the following: 

- EtherHDLC for IP packet applications 

- FUNI/MPOA for 8344 cards with a 6341 R2 or 6342R2 endpoint only 

NOTE: If you select FUNI/MPOA, the endpoint must be configured for routing only, 
otherwise the line will fail to come up and a SYSLOG message will be generated. 

Fixed Speed -2320/2064/1552/1040/784/528/400/272/144 (Default = 2320 Kbps). 

Thresholds for Trap Messages: 

Margin Threshold - Sends a trap message if the margin on either end falls below the 
startup margin by the selected value. Enter a value for the margin threshold trap 
(-7 dB to +1 4 dB, or D to Disable) (Default = +3). 

Example: With a startup margin of +3 dB and a threshold offset of +3 dB, the Low 
Margin Trap will be sent if the margin falls below 0 dB. 

Link Down Ct - Sends a trap message if the number of DSL link down events in 
1 5 minutes exceeds the selected value. Enter a value for the Link Down Count Trap 
(0 to 1 000, or D to Disable) (Default = 0). 

NOTE: If you have made changes to this screen, you must exit the screen, then save 
the changes. The changes are then activated. You can only save changes on one port 
at a time. 
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DSL Configuration Interfaces Screens 

Use the system information submenu of the Interfaces screens to configure basic 
interface information. This screen contains options for the logical layer of the 
selected interface. 



Hotwire 
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C. Applications 

D. Diagnostics 

E. Exit 
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Menu Selection: | 
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► Procedure 

To view DSL card information, configure Maximum Transmission Unit (MTU) 
settings, bind filters to DSL interfaces, or restart, stop/disable, or monitor an 
interface: 

1 . Follow this menu selection sequence: 

Configurations Interfaces (A-C) 

2. The Interfaces menu appears. Enter the desired value on each selected 
screen and field as shown in Table 3-3, Interfaces Options, and press Enter. 
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Table 3-3. Interfaces Options 



General (General Interfaces) A-C-A 

Provides the capability of configuring and viewing basic card interface information about a 
given interface, including binding filters. 

Interface Name - eth1 :1 = Ethernet network interface; sari :1 = ATM network interface; 
dsM :1 through dsl4:1 = 4-port DSL card interface; dsll :1 through dsl12:1 = 12-port DSL 
card interface, dsll :1 through dsl24:1 = 24-port DSL card interface. 

Type - Static or Dynamic interface type. 

Protocol - Displays the interface protocol: Ether (for Ethernet interface), MPOA (for ATM 
network interface), E_HDLC, or FUNI. The protocol is set in the Link Encapsulation field 
on the DSL Ports screen (A-B-A or A-B-B). (This field is read-only.) 

MTU (max) - 64-1 600 bytes (Default = 1 536). Receipt of packets above the MTU setting 
will be dropped. 

NOTE: The above MTU values are the only values you may enter. Make certain that if 
you change from the default value, the new numbers are appropriate to your network. 
Do a card reset or reset the Ethernet interface. 

Inbound Filter Name - Enter the filter name with a maximum of 1 2 characters. This field 
appears only if the DSL interface is selected. To view a list of configured inbound filters, 
press Ctrl-v. 

NOTE: An inbound filter acts on packets in the upstream direction from the client to 
the NSP server. 

Outbound Filter Name - Enter the filter name with a maximum of 12 characters. This 
field appears only if the DSL interface is selected. To view a list of configured outbound 
filters, press Ctrl-v. 

NOTE: An outbound filter acts on packets in the downstream direction from the NSP 
server to the client. 



Gives the user the ability to start, stop (disable), and monitor (up, down, or testing) the 
current state of an interface. 

NOTE: Stopping the interface disables all of the traffic on that port, including 
diagnostics. If you want to disable only customer traffic, disable all VNIDs on that port. 

There are no user-configurable elements on this screen except for the ability to start and 
stop the interface. Valid choices for the DSL card are eth1 :1 = Ethernet network interface; 
sari :1 = ATM network interface; dsM :1 through dsl4:1 = 4-port DSL card interface; dsM :1 
through dsl12:1 = 12-port DSL card interface, dsll :1 through dsl24:1 = 24-port DSL card 
interface. 

On the NMS side, when a DSL card first comes up, all its ports are administratively down. 
Once connected, a port becomes active. Then if a port goes down, it is operationally 
down. You must use this Control option to bring the port administratively down (X appears 
on the NMS screen). Stopping an interface administratively brings the port down (which 
typically appears blue or brown on the NMS screen). An operationally down port appears 
red on the NMS screen. 
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DSL Configuration Users Screens 

Use the system information submenu of the Users screens to configure login 
accounts for Telnet sessions directly to the DSL cards. 

This menu item is not currently supported. 



DSL Configuration Bridge Screens 

Use the system information submenu of the Bridge screens to configure bridging 
information such as aging timeout for MAC (Media Access Control) entries, and 
VNID tagging. 
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^ Procedure 

1 . Follow this menu selection sequence: 

Configurations Bridge (A-E) 

2. The Bridge menu appears. Enter the desired value on each selected screen 
and field as shown in Table 3-4, Bridge Options, and press Enter. Once a valid 
entry is saved, entries take effect immediately without requiring a card reset, 
except for General (A-E-A). You must do card reset for General option 
changes to take effect. 
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Configuring VNID(s) on a DSL Card 

A VNID is a Virtual Network Identifier known as the 802.1 Q tag between port cards 
with an Ethernet network interface and the Interworking Packet Concentrator 
(IPC). This directs traffic between the ISP and the end user. Tagging occurs 
between the DSL card and the IPC to ensure that data is sent to the correct 
location. This helps to ensure that data is not broadcast to all ports when Mux 
forwarding is enabled. To enable VNID tagging for port cards with an Ethernet 
network interface, you must first ensure that matching groups are configured on 
the IPC. 

■ VNID configuration is required on DSL port cards when the port card is 
operating in the VNET-Bridged mode. However, when a DSL port card with an 
ATM Network interface is operating in Standard mode, no VNID configuration 
is required. 

■ 802.1 Q VLANs must be configured on the IPC when a DSL port card with an 
Ethernet Network interface is used. However, 802.1 Q VLANs are not required 
when a DSL port card with an ATM Network interface is used in conjunction 
with an SCM card in the Hotwire 8820 GranDSLAM. 



Before configuring VNIDs, you must enable VNID tagging (A-E-A), then reset the 
card. 

NOTE: 

Before configuring VNIDs, determine what type of endpoints are attached. 
Desired DSL port card configuration settings may differ, depending on the SN 
attached. 

^ Procedure 

To configure at least one VNID for this DSL card from the Hotwire - DSL Card 
menu: 

1 . Follow this menu selection sequence: 

Configuration -> Bridge -> Card VNID Table (A-E-B) 

2. Type 0 or press Enter at the Item Number (0 to add new item): 
prompt. 

3. Enter the VNID (2-4000 for port cards with an Ethernet Network interface or 
2-255 for port cards with an ATM Network interface) at the Enter vnid id 
prompt. 

4. Enter enabled at the Enabled/Disabled: prompt in the Mux Fwd field. 
(Default = enabled.) 

5. Enter disabled at the Enabled/Disabled: prompt in the IP Filter field. 
(Default = disabled.) 
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6. For all SNs except the DSL Router, enter enabled at the 
Enabled/Disabled: prompt in the IP Scoping field. (Default = enabled.) 

You can also enable IP Scoping on port cards with a DSL Router SN except 
under certain conditions. See Exception When Using a DSL Router. 

7. If desired, enter an ISP domain name at the Domain Name: prompt 
(30 characters maximum). 

Example: If entering a VNID for XYZ Company, enter XYZ as the Domain 
Name. 

8. Enter yes at the yes/no : prompt to save your changes. 



Changing the Existing VNIDs or VNID Attributes 

If a new VNID is activated on the DSL port, relocate all clients to the new VNID 
(with user's approval). Otherwise, delete all clients associated with the old VNID. 
Also, if IP Scoping is disabled for the new VNID but was enabled for the old VNID, 
delete all dynamic client entries (along with their associated ARP and MAC 
entries). 



Exception When Using a DSL Router 

This section presents an example of an exception when IP Scoping must be 
disabled when using a DSL Router. IP Scoping on the port card must be disabled 
if the DHCP relay capability on the DSL Router is enabled, and the IP addressing 
scheme allows the core device at the access provider's location to ARP directly for 
the client behind the DSL Router. In the figure below, the Cisco Router ARPs 
directly for the client PC. Therefore, IP Scoping must be disabled on the port card 
for proper data communication. 



DHCP Server 
195.190.118.121 




Scope 206.135.206.10-206.135.206.20 
255.255.255.0 
Router 206.135.206.253 VNID 49 

MUX=ON, 

BVI 49 Filter=OFF, Scoping=OFF 

206.135.206.1 
255.255.255.0 



NHR 
206.135.206. 



Cisco Router 




eO Proxy ARP 
206.135.206.253 
255.255.255.0 



PC 

206.135.206.10 
255.255.255.0 
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Configuring the Active VNID and the Next Hop Router on each DSL Port/Interface 

You can configure multiple VNIDs with different next hop routers with one active 
VNID configured per port/interface. For more information about the fields listed in 
this procedure, see Table 3-4, Bridge Options. 

^ Procedure 

To configure the active VNID on each DSL port from the Hotwire - DSL menu: 

1 . Follow this menu selection sequence: 

Configuration -^Bridge -» VNID Binding Table (A-E-C) 

2. Type 0 or press Enter at the item # (0 to add new item): prompt. 

3. Enter the DSL interface. Enter 1 through 4 for 4-port DSL cards, 1 through 12 
for 12-port DSL cards, or 1 through 24 for 24-port DSL cards. Only one 
interface per port is allowed. 

4. Enter the number of the VNID to be assigned to this port (2 through 4000) at 
the Active vnid prompt. For DSL port cards with an Ethernet network 
interface, if you want a VNID that spans several DSL cards, you must specify 
the same VNID number across all cards. For DSL port cards with an ATM 
network interface, a VNID can span across all the ports of the same card, but 
cannot span multiple cards. A pop-up menu of active VNIDs is available by 
typing Ctrl-v in the Active VNID column. 

5. Enter the IP address of the Next Hop Router (0-255 for each octet) at the 
Default nhr prompt, if desired. Enter a space to delete the current NHR 
entry. This is an optional field. However, an NHR is required when IP Scoping 
is enabled. 

NOTE: 

Administrator-level permission is required to enter a Default NHR. 

6. Type yes at the Save changes? prompt to save your changes. 

NOTE: 

VNID configuration is not required in Standard mode. 
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Configuring Static Users 

You must perform this procedure if you have static users unless you are using a 
DSL Router and operating in Standard mode set on SCM card. You can configure 
up to 32 host entries or subnet entries per DSL interface. For more information 
about the fields listed in this procedure, see Table 3-4, Bridge Options. 

NOTE: 

Do not assign the same subnet to multiple ports. 

^ Procedure 

From the Hotwire - DSL menu: 

1 . Follow this menu selection sequence: 

Configuration -^Bridge -> Client VNID Table (A-E-E) 

2. Enter the name of the interface at the dsl interface Name: prompt. Enter 
1 through 4 for 4-port DSL cards, 1 through 12 for 12-port DSL cards, or 1 
through 24 for 24-port DSL cards. 

3. Type 0 or press Enter at the User: prompt. 

4. Enter the IP Address of this user at the Enter client IP address 
(nnn . nnn . nnn . nnn) : prompt. Enter the IP addresses of all clients behind 
the nonrouter SN if IP Scoping or IP Filtering is enabled. 

If using a DSL Router, enter its IP address. Also enter the IP address of all 
clients behind the DSL Router if IP Filtering is enabled. 

5. Enter the subnet mask at the Enter Subnet Mask (nnn. nnn. nnn. nnn) : 
prompt. 

6. When using a subnet with a nonrouter SN, enter the IP address of the next 
hop router for this Client at the Enter IP address of next hop router 
(nnn . nnn . nnn . nnn) : prompt. The address used must be part of the 
subnet that is attached to the nonrouter SN. When using a DSL Router, enter 
the IP address of the NHR. 

7. Enter the VNID for this user at the input vnid ID: prompt. If VNID tagging 
is disabled, None appears in this field. 

8. Enter yes at the yes/no : prompt to save your changes. 

NOTE: 

Static IP address configuration is not required when the DSL port is 
configured in Standard mode. 
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Table 3-4. Bridge Options (1 of 4) 



General (General Bridge Parameters) A-E-A 

Gives the user the ability to configure general bridge parameters. You must reset the card 
for your changes to take effect. 

Complete Entry Timeout - Enter the bridge aging timeout (1 0-1 ,000,000 seconds) 
(Default = 300). This option determines how long the system waits before posting an ARP 
entry as timed out. 

Complete Entry Cleanup Interval - Enter the bridge aging cleanup interval in seconds. 
This is typically set to 1/2 of the Complete Entry Timeout setting. (Default = 150). This 
option determines how often the system removes timed-out entries from the ARP cache. 

MAC Learning in Auto VNID Mode - For DSL cards with an ATM network interface only. 
Enable/Disable (Default = Disable). Enables the bridge to learn the MAC addresses of 
clients (useful for troubleshooting but reduces packet throughput on bridge). If you 
change this setting, you must reset the card before the change will take effect. 

VNID Tagging - For DSL cards with an Ethernet network interface only. Enable/Disable 
VNID tagging on the card (Default = Disable). When you enable tagging, you are 
assuming that the other end of the connection supports 802.1 Q tagging. 

Card VNID Table A-E-B 



Gives the user the ability to configure Virtual Network IDs (VNIDs) for the entire card. 
There are a maximum of 1 6 entries per 4- and 1 2-port cards, or 32 entries per 24-port 
card. If VNID Tagging is disabled (see General (General Bridge Parameters) A-E-A on 
page 3-24), only one VNID appears on this screen to be configured. 

NOTE: Enabled fields display En. Disabled fields display blank. 

Item - Enter 0 (zero) to add a new record. Or, enter 1-16 (for 4- and 1 2-port cards) or 
1-32 (for 24-port cards) to display configured information for that item number. 

VNID - Enter a VNID between 2-4000 for DSL cards with an Ethernet network interface, 
or 2-255 for DSL cards with an ATM network interface (Default = NULL). A space deletes 
the current VNID entry and the rest of the values in this row. Do not enter a space if a 
message is displayed indicating that any port has this as the active VNID. 

Mux Fwd - Enable/blank (disable) (Default = Enable). 

■ When Mux Fwd is enabled, all upstream traffic is sent out through the 10BaseT 
interface on port cards with an Ethernet network interface or through the SAR 
interface on port cards with an ATM network interface. Forwarding restrictions are 
set by the other parameters on the screen. 

■ When Mux Fwd is disabled, the DSL card forwards traffic based on a destination 
MAC address. 

Either enabled or disabled, traffic is forwarded on ports having the same VNID 
designation. 

IP Filter - Enable/blank (disable) (Default = Disable). 

■ When IP filtering is enabled, the DSL card looks at IP traffic from the subscriber to 
authenticate the source IP address. 

■ When IP filtering is disabled, no source authentication check is performed. 
(Continued on next page) 
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Table 3-4. Bridge Options (2 of 4) 



Card VNID Table (Continued) A-E-B 



IP Scoping - Enable/blank (disable) (Default = Enable). If Mux Fwd is set to Disable, then 
IP Scoping is set to Disable. 

■ When IP Scoping is enabled, Dynamic Host Configuration Protocol (DHCP) scoping 
is also enabled and the DSL card intercepts IP ARP and DHCP transaction 
messages. 

■ When IP Scoping is disabled, DHCP client entries are not added to the Client table 
and non-IP traffic is forwarded. If IP Scoping is enabled, non-IP traffic is not 
forwarded. 

DHCP clients in one VNID domain can only obtain the IP addresses in one IP subnet, and 
the core router's primary IP address is part of that subnet. As a result, DHCP clients in 
one VNID domain cannot be in different subnets. If the DHCP scope falls in a statically 
configured subnet, all the dynamic clients will get an IP address in that static subnet. This 
assumes that the core router is configured for DHCP relay. 

Set this option to Disable if you are using a DSL Router. 

VNID Auth - Enter a VNID number. When VNID Auth is enabled, the DSL port card 
authenticates the traffic from the DSL Router. 

Domain Name - Enter the domain name of the Internet Service Provider (ISP) 
(30 characters maximum). 



VNID Binding Table A-E-C 

Gives the user with Administrator permission the ability to configure one VNID association 
on an individual port/interface. 

Item - Enter the Item number identifying the row listing the desired VNID (1-1 0) 
(Default = 1 ). If VNID tagging has not been set (see General (General Bridge Parameters) 
A-E-A on page 3-24), then only the default VNID will display to allow configuration of its 
NHR. 

DSL Interface - Enter the DSL interface. Valid choices for the DSL card are dsh :1 
through dsl4:1 = 4-port DSL card interface; dsll :1 through dsl12:1 = 12-port DSL card 
interface, dsM :1 through dsl24:1 = 24-port DSL card interface (Default = dsh :1 ). Only one 
interface per port is allowed. 

Active VNIDs - Number of the VNID. Enter 2-4000 for DSL cards with an Ethernet 
network interface, 2-255 for DSL cards with an ATM network interface (Default = none). 
For a list of VNIDs, press Ctrl-v. 

Default NHR - Enter the IP address of the Next Hop Router (NHR) in nnn.nnn.nnn.nnn 
format (Default = none). Enter a space to delete the current NHR entry (make sure all 
users on the same VNID/port have an NHR entry). If the NHR IP address does not exist 
for that client in the client table, a default NHR IP address is used. If the default NHR IP 
address does not exist, the Address Resolution Protocol (ARP) request is ignored. Valid 
value is 0-255 for each octet. This is an optional field. 

Domain Name - Displays the domain name, if one has been entered (read-only) in the 
Card VNID screen (A-E-B). 
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Table 3-4. Bridge Options (3 of 4) 



Client Allocation A-E-D 



Allows configuration of the number of clients/subnets behind each DSL interface. 

Item - Enter the Item number identifying the row listing the desired VNID (1-10) 
(Default = 1). 

DSL Interface - The DSL interface, dsh :1 through dsl4:1 = 4-port DSL card interface; 
ds!1 :1 through dsl12:1 = 12-port DSL card interface, dsl1:1 through dsl24:1 =24-port DSL 
card interface.). 

Total Entries - The number of clients/subnets allowed behind each DSL interface. 

Allowed DHCP Entries - The number of DHCP clients that can be attached to each DSL 
interface. An asterisk (*) indicates that the maximum number of dynamic clients is not 
specified. 

Additional Entries Available - The number of additional clients/subnets that can be 
assigned to the interface. Maximum number of additional entries equals the maximum 
number of entries in the pool (256) less the number of additional entries that have been 
allocated from the pool. 

Client VNID Table A-E-E 



Gives the user the ability to configure static clients on VNIDs. Up to 32 entries per DSL 
interface (static users, DHCP users, or subnets) are allowed. Multiple screens are 
required to completely configure the interface. 

NOTE: DHCP users can only be deleted. 

DSL Interface Name - Enter the DSL interface. Valid choices for the DSL card are dsh :1 
through dsl4:1 = 4-port DSL card interface; dsM :1 through dsl12:1 = 12-port DSL card 
interface, dsh :1 through dsl24:1 = 24-port DSL card interface (Default = dsh :1 ). Only one 
interface per port is allowed. 

User - Enter 0 to add a new client or enter an existing entry number to edit this entry. 
Range 0-32 (Default = 0). 

IP Address - For single users, enter the client IP address in nnn.nnn.nnn.nnn format 
(Default = none). A space deletes the entry. (This field is required.) 

Subnet Mask - For multiple users with IP addresses in the same subnet, enter both the 
IP address and the subnet mask in nnn.nnn.nnn.nnn format. 

CAUTION: The same subnet cannot be assigned to multiple ports. An error message 
will appear if the IP address of the next hop router is not in the same subnet as the 
client IP address. Geographically dispersed clients are supported through static 
host-specific entries only. 

NHR - Enter the IP address of the next hop router in nnn.nnn.nnn.nnn format, if different 
than the default for the VNID (Default = none). (This field is optional if the port/VNID has a 
default NHR entry or if the port is using the DSL Router SN). 

VNID - VNID ID between 2-4000. (This field is read-only.) For a list of VNIDs, press 
Ctrl-v. If VNID tagging has not been set (see General (General Bridge Parameters) A-E-A 
on page 3-24), this field displays None. 

Type - S = Static or D = Dynamic. (This field is read-only.) 

NOTE: If a DHCP response cannot be added to the host table because it already has 
32 entries, and if IP scoping/filtering has been enabled on the Card VNID screen 
(A-E-B), any subsequent upstream packets from that host are dropped. 
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Table 3-4. Bridge Options (4 of 4) 



ARP Table (Parameters and Add ARP Entry) A-E-F (A and B 



Select Parameters (A) or ARP Entry (B) 



Parameters (A) 

Allows you to configure general Address Resolution Protocol (ARP) cache parameters. 

Complete Entry Timeout (minutes) - Length of time that a complete entry remains in 
the ARP Table before removal. A complete entry is one for which there is a MAC address 
and a node has responded to the ARP request. Range = 1-200,000 minutes (Default = 
20). 

Incomplete Entry Timeout (minutes) - Length of time in minutes that an incomplete 
entry remains in the ARP table before being removed. (An incomplete entry is an entry 
without a MAC address.) This is also the amount of time that a packet will remain in the 
system while waiting for address resolution. Range = 1-255 minutes (Default = 3). 

NOTE: If you have made changes to this screen, you must do a card reset for the 
changes to be in effect. 



ARP Entry (Add ARP Entry) (B) 

Allows you to add entries into the ARP cache. 
Item - Enter 0 (zero) to add a new record. 
IP Address - nnn.nnn.nnn.nnn format. 
MAC Address - xx-xx-xx-xx-xx-xx format. 

VNID - Enter a VNID ID between 2-4000 (Default = None). You must make an entry in 
this field. 

Trailer - Yes/No (Default = No). 

Perm - Yes/No (Default = No). If you select Yes for Permanent and No for Proxy, the ARP 
entry will be saved in NVRAM (up to 32 entries). These are loaded when the card resets. 

Total - 0-Dynamic. (This field is read-only). 

NOTE: For the Add ARP Entry (B) screen, all other information entered is not stored in 
the non-volatile memory and will be lost when you reset the card. 
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DSL Configuration Service Node Screens 

Use the SN Configuration screen to configure endpoint Service Node information. 



Hotwire 



DSL 



Co n f icmr at ion 



B. Monitoring 

C. Applications 

D . Diagnost ics 

E. Exit 



<no nane> 



Conf igurat ion 



A. Card 

B. Ports 

C. Interfaces 

D. Users 

E. Bridge 



SN Configuration 



Filters 



Flenu Selection: | 

DSLBl: 8312: D U X X X X X X X X XX 



► Procedure 

1 . Follow this menu selection sequence: 

Configuration -^SN Configuration (A-F). 

2. The SN Configuration menu appears. Enter the desired value on the selected 
screen and field as shown in Table 3-5, Service Node Options, and press 
Enter. 
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3. DSL Card Configuration 



Table 3-5. Service Node Options 



SN Configuration 



Displays endpoint information for the service node (SN). 

NOTE: Although the System Name, System Contact and System Location can be 
entered on this screen, DSL Router SNs use and display the SNMP information set via 
the System Group. 

Interface Name - Enter the DSL interface. Valid choices for the DSL card are dsh :1 
through dsl4:1 = 4-port DSL card interface; dsll :1 through dsl12:1 = 12-port DSL card 
interface, dsll :1 through dsl24:1 = 24-port DSL card interface (Default = dsM :1). 

SN Type - Model number of SN connected to the DSL port as entered on the DSL Ports 
screen (A-B-B). (This field is read-only.) 

System Name - 16 alphanumeric characters. Enter the name assigned to the SN 
(Default = nobody). 

System Contact - 32 alphanumeric characters. Enter the name or number of the person 
responsible for the SN (Default = noname). 

System Location - 1 6 alphanumeric characters. Enter the location of the SN 
(Default = nowhere). 

System Circuit ID - 32 alphanumeric characters. 

Model Num - Model number of card. (This field is read-only.) 

Serial Num - Serial number of card. (This field is read-only.) 

Firmware Rev - Version of firmware. For DSL Router SNs, data from both active and 
alternative firmware banks is displayed. (This field is read-only.) 

Hardware Rev - Version of hardware. (This field is read-only.) 

DSP Rev - Version of GlobeSpan chipset. (This field is read-only.) 

IUT Revision - Version of the ISDN U-lnterface Transceiver (IUT) for Model 8303/8304 
IDSL cards only. (This field is read-only.) 

Switch SN Firmware & Reset? - Yes/No. For DSL Router SNs, enter yes to have the 
DSL Router SN load firmware from the alternate bank after a firmware reset. This field 
does not appear for MVL or ReachDSL cards. 

Reset SN? - Yes/No. Enter yes to reset the SN and begin a self-test. 

NOTE: Entering yes in the Reset SN field will temporarily disrupt the data path on the 
specified DSL port while the SN resets. 

SN Switch Result - The results of the program switch on the SN. 

SN Selftest Result - Pass/Fail. This field displays the results of the SN self-test, when 
completed. 
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3. DSL Card Configuration 



DSL Configuration Filters Screens 

Use the Filters submenu to add, delete, or edit an IP or Ethernet filter. 



Hotwire 



DSL 



. Configuration 



B. Monitoring 

C . Applicat ions 

D. Diagnostics 

E. Exit 



<no nane) 



Conf igurat ion 



A. Card 

B. Ports 

C. Interfaces 

D. Users 

E. Bridge 

F. SN Conf igurat ion 



Menu Se lection: | 

Hotwire 8820: DC LSI : 8344: 



Filters 



B. Etliertype Filters 



► Procedure 

1 . Follow this menu selection sequence: 

Configuration -> Filters (A-G). 

2. The Filters menu appears. Enter the desired value on the selected screen and 
fields as shown in Table 3-6, Filters Options, and press Enter. 
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Configuring IP Filter Rules 



^ Procedure 

Configure IP Filters and associated rules in the following sequence: 
1 . Define each filter using the IP Filters screen (A-G-A). 
The following is an example of an IP Filter Table. 

— An inbound filter acts on packets in the upstream direction from the client 
to the NSP server. 

— An outbound filter acts on packets in the downstream direction from the 



NSP server to the client. 



sdsl t slot 2 



IP Filter Table 



I ten 
tt 



Filter 
Nane 



tt Rules Def. Filter UNID Interface 
Action 



Filter 
Status 



Direct ion 



1 jinl 

2 jinl 

3 jin2 



33 
33 
1 



Forward 
Forward 
Forward 



36 
37 



ds 11:1 
ds 124:1 



Actiue 
Actiue 
Inactive 



Inbound 
Inbound 



Iten tt <B to Add, Itentt to Edit, -Itentt to Delete, Return to Page Dn>: | 
DSLB2 : 8343: U X X X X XXXXX XXXXX XXXXX XXXU 
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Enter 0 (zero) to add a new filter. The IP Filter Configuration screen appears. 



IP Filter Configuration 


PC8344 


Filter Name: George_01 
TCP Pick Filter Action: 


Forward 


D^Cr^T^a^F^c^^^^ca^d^^'^^' 


Rule No.: 1 






Source Address; 135,26,10,135 
Source Mask: 255.255.255.255 
Source Port No.: 12 
Max, Source Port No,: 24 
Destination Address: 135.26.10.160 
Destination Mask: 255.255.255.255 
Destination Port No.: 20 
Max. Destination Port No.: 21 


Source Comparison: Enable 
Comparison Type: IN_RANGE 
Destination Comparison: Enable 
Comparison Type: 0UT_RANGE 


Action: (TCP: Discard 


UDP: Forward 


ICMP: Discard > 


Delete Rule: No 




Edit 



Discard/Forward: | 
Hotwire SS20: DSL02 : S344 : 



Configure the filter by responding to the prompts in the input field. An IP filter 
consists of a set of rules. TCP/UDP/ICMP traffic types can be selectively 
forwarded or discarded based on the conditions specified in the rule. If you 
change the ICMP field to Selective, the ICMP Filter Configuration screen 
appears. 



ICMP Filter Configuration 



Type— Code 



Descr i pti on 



Save changes? no 



0 - 


0 


Echo reply 


Forward 


3 - 


0 


Network unreachable 


Forward 


3 - 


1 


Host unreachable 


Forward 


3 - 


2 


Protocol unreachable 


Forward 


3 - 


3 


Port unreachable 


Forward 


3 - 


4 


Fragmentation needed but don't fragment bit set 


Forward 


3 - 


5 


Source route Failed 


Forward 


3 - 


& 


Destination network unknown 


Forward 


3 - 


7 


Destination host unknown 


Forward 


3 - 


S 


Source host isolated 


Forward 


3 - 


9 


Destination network administratively prohibited 


Forward 


3 - 


10 


Destination host administratively prohibited 


Forward 



KX-YY to Edit., Return to Next Page: 
Press ? For Help . + . 



To filter, select the type (example: 3-3), then enter Discard for the Action. 
There are multiple pages of options. When finished, return to the previous 
screen. 

Enter No to save (not delete) the rule. 

Enter the next rule number to define for this filter. 

Bind the filter to an interface(s) using the General Interfaces screen (A-C-A). 
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3. DSL Card Configuration 



Configuring Ethernet Filters 
^ Procedure 



Configure Ethertype Filters (protocol filters) and associated rules in the following 
sequence: 

1 . Define each filter using the Ethertype Filter Table (A-G-B). 



Ether-type Filter Table 



Item Filter Name Rules DeF . Filter Interface Filter Direction 

Action Status 



1 Ether _01 

2 Ether_02 

3 Ether_03 



1 Forward 

2 Discard 

3 Forward 



dsl 12:^1 Inactive Inbound 
dsl 12:^1 Inactive Outbound 
Inactive 



litem # (.0 to Add.. I tern # to Edit.. -Iterntt to Delete., Return to Next Page): 
I DSL02 : 8344: XXUUX X X H H H UHUXX XXUUX XXUU 



2. Enter 0 (zero) to add a new filter. The Ethertype Filter Configuration screen 
appears. 



Ethertype Filter Configuration 


PCB344 


Filter Name: Ether _01 






Rule 


Ethertype Code (hex) 


Action 


0 


0000 - 0000 


Discard 


Save 


Changes? no 






1 


OAflD - OAAD 


Discard 


2 








3 








4 








5 








6 








7 








8 








Total 


Rules: 1 







Discard/Forward: | 

Hotwire B820: DSL02: 8344: U 



3. Configure the filter by responding to the prompts in the input field. 
NOTE: 

If you select IP Ethertype 0800 or 0806, it will work only if IP routing is 
disabled (the router is in Bridge-only mode). 



4. Bind the filter to an interface(s) using the General Interfaces screen (A-C-A). 
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Table 3-6. Filters Options (lof3) 



IP Filters (IP Filter Table) 



The IP Filter Table screen displays the following information. 

Item #- Enter a value from 1-8 to add, delete, or modify the individual filter entries. 

Filter Name - Displays the name of the IP filter. 

# Rules - Displays the number of rules in the IP filter (0-33). 

Def. Filter Action - Displays the default filter action, either Forward or Discard 
(Default = Forward). 

VNID - Displays the interface and VNID (for Ethernet cards) to which the filter belongs 
(2-4000). 

Interface - Displays the DSL interface to which the filter belongs (for example, dsh :1 
through dsM 2:1 for 12-port cards). 

Filter Status - Displays either Active or Inactive. 

Direction - Displays either Inbound or Outbound. 

On the bottom of this screen at the 

Item Number (0 to Add, Item# to Edit, -Item# to Delete) prompt: 

■ Select 0 (zero) to add a new filter. 

■ Select # (n) to edit existing filters. Example: Enter 3 to add Filter #3. 

■ Select -# (-n) to delete a filter. Example: Enter -6 to delete Filter #6. 

The Add or Edit selection takes you to the IP Filter Configuration screen. When you exit 
that screen, you return to the IP Filters screen. 

NOTE: Deleting the filter deletes all rules associated with that filter. 



Allows you to build multiple rules for an IP filter. A filter consists of a set of rules applied to 
a specific interface to indicate whether a packet received or sent out of that interface is 
forwarded or discarded. You can add, edit, or delete filter rules within a named set. 

A filter works by successively applying the rules to the information obtained from the 
packet header until a match is found. The filter then performs the action specified by the 
rule on that packet, which forwards or discards the packet. If all the rules are searched 
and no match is found, the configured default filter action is executed. 

Host rules have higher precedence than network rules. Rules apply to the 
source/destination IP address, source/destination port number, and traffic types, such as 
TCP/UDP/ICMP. TCP/UDP/ICMP traffic is forwarded to discarded based on the 
conditions specified in the rule, including source and/or destination address and source 
and/or destination port number. You can have up to 33 rules per filter. Each rule reduces 
the packet throughput of the DSL card. 

There can be 24 filters per DSL card with a maximum of two filters per DSL port, one 
inbound filter and one outbound filter. The same filter can be applied as an inbound filter 
and an outbound filter. Filters are configured on the port card and the processing takes 
place on the endpoint. 

NOTE: Once your rules have been configured, you can then bind and activate the filter 
on the DSL interface using the Configuration -> Interfaces -> General screen (A-C-A). 

(Continued on next page) 
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Table 3-6. Filters Options (2 of 3) 



IP Filter (IP Filter Configuration screen) (conth 




(A-G-A) 



Filter Name - Up to 12 characters. 

Default Filter Action - Forward (Packet)/Discard (Packet) (Default = Forward). The 
Default Filter Action applies when there is no match or the filter has no rules configured. 

DHCP Traffic - Forward (Packet)/Discard (Packet) (Default = Forward). Forwards or 
discards DHCP transaction traffic on a particular DSL port. 

Rule No. - Up to 33 rules can be configured for each filter. The rule number is 
automatically assigned. The rules are reviewed sequentially. The most common rules 
should be entered first. 

Source Address - nnn.nnn.nnn.nnn format. Enter a valid host or network IP address. 
If 0.0.0.0 is entered, Source Comparison is ignored. 

Source Mask - nnn.nnn.nnn.nnn format. If you specify a source subnet mask of 0.0.0.0, 
the system skips the source address comparison. 

Source Comparison - Enabled/Disabled (Default = Disabled). When Source 
Comparison is disabled, the comparison is ignored. 

Source Port No. - 0-65535. (Default = 0). 

Comparison Type (for source information) - Ignore - Do not do a comparison. To do a 
comparison on the port number specified in the packet and the rule, specify one of the 
following: Ignore - Ignore ports, EQ - Equal to, NEQ - Not Equal to, GT - Greater than, 
LT - Less than, ln_Range - Within the specified range, Out_Range - Outside of the 
specified range (Default = Ignore). 

Max. Source Port No. - 0-65535. Appears only when the source comparison type is 
In Range or Out of Range. 

Destination Address - nnn.nnn.nnn.nnn format. 

Destination Mask - nnn.nnn.nnn.nnn format. If you specify a destination subnet mask of 
0.0.0.0, the system skips the destination address comparison. 

Destination Comparison - Enabled/Disabled (Default = Disabled). When Destination 
Address Comparison is disabled, the comparison is ignored. 

Destination Port No. - 0-65535 (Default = null). 

Comparison Type (for destination information) - Ignore - Ignore ports, EQ - Equal to, 
NEQ - Not Equal to, GT - Greater than, LT - Less than, ln_Range - Within the specified 
range, Out_Range - Outside of the specified range. 

Max. Destination Port No. - 0-65535. Appears only when the destination port 
comparison type is In Range or Out of Range 

Action - For a rule, TCRUDP, or ICMP traffic will be forwarded or discarded provided 
other conditions have been satisfied. 

■ TCP - Forward/Discard (Default = Forward). 

■ UDP - Forward/Discard (Default = Forward). 

■ ICMP - Forward/Discard/Selective (Default = Forward). 
Delete Rule - Yes/No (Default = No). 
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Table 3-6. Filters Options (3 of 3) 



Ethertype Filters (Ethertype Filter Table) 




The Ethertype Filter Table screen displays the following information: 

Item - Enter a value from 1-8 to add, delete, or modify individual filter entries. 

Filter Name - Name of the Ethertype filter. (This field is read-only.) 

Rules - Number of rules in the Ethertype filter (0-33). (This field is read-only.) 

Def. Filter Action - Forward/Discard. Default filter action. (This field is read-only.) 

Interface - DSL interface to which the filter belongs (for example, dsh :1 through dsM 2:1 
for 12-port cards). (This field is read-only.) 

Filter Status - Active/Inactive. (Default = Inactive). (This field is read-only.) 
Direction - Inbound/Outbound. (This field is read-only.) 
On the bottom of this screen at the 

Item Number (0 to Add, Item# to Edit, -Item# to Delete) prompt: 

■ Select 0 (zero) to add a new filter. 

■ Select # (n) to edit existing filters. Example: Enter 3 to add Filter #3. 

■ Select -# (-n) to delete a filter. Example: Enter -6 to delete Filter #6. 

The Add or Edit selection takes you to the Ethertype Filter Configuration screen. When 
you exit that screen, you return to the Ethertype Filter screen. 

NOTE: Deleting the filter deletes all the rules associated with that filter. 



Allows you to build multiple rules for an Ethertype filter. A filter consists of a set of rules 
applied to a specific interface to indicate whether a packet received or sent out of that 
interface is forwarded or discarded. You can add, edit, or delete filter rules within a named 
set. 

A filter works by successively applying the rules to the information obtained from the 
packet header until a match is found. The filter then performs the action specified by the 
rule on that packet, which forwards or discards the packet. If all the rules are searched 
and no match is found, the configured default filter action is executed. 

Rules are applied in the order in which they are configured. You can have up to 16 rules 
per filter. Each rule reduces packet throughput of the DSL card. 

There can be 24 filters per DSL card with a maximum of two filters per DSL port, one 
inbound filter and one outbound filter. The same filter can be applied as an inbound filter 
and an outbound filter. Filters are configured on the port card and the processing takes 
place on the endpoint. 

NOTE: Once your rules have been configured, you can then bind and activate the filter 
on the DSL interface using the Configuration -> Interfaces -> General screen (A-C-A). 



Etbertype Fifter (Ethertype Fi.ter Configuration screen) 



(A-G-B) 
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Monitoring the Hotwire DSL System 




Overview 

The Hotwire DSL menu lets you monitor the activity of the Hotwire DSL cards. 
When you select Monitoring from the Hotwire DSL Main Menu, a menu tree of 
selections on history and error logs, performance statistics, card status, and 
physical and logical interface status information is presented. 

Most of the Monitoring screens are read-only; that is, the screens displayed are 
designed to help you gather pertinent information and isolate potential problem 
areas. For diagnostic tools and hardware and software troubleshooting 
techniques, see Chapter 5, Diagnostics and Troubleshooting. For more information 
concerning the fields displayed, refer to Chapter 3, DSL Card Configuration. 
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4. Monitoring the Hotwire DSL System 



DSL Monitoring Card Screens 

Use the Card screens to display read-only system information. 



Hotwire 



DSL 



C . Applications 

D . Diagnostics 
£. Exit 



<no nane) 



Monitoring 



B. Physical Layer 

C. Interfaces 

D. Bridge 

E. SN Information 

F. Filters 



Card 



Card Info 



B. Login History 

C. Syslog 



lenu Selection: | 

DSLB7: S344: U X X X X X X X X X X X X X X X X X X X XXXX 



► Procedure 

To view general card information, login history, and the system log: 

1 . Follow this menu selection sequence: 

Monitoring Card (B-A) 

2. The Card menu appears. Select the submenu option as shown in Table 4-1 , 
Card Options, and press Enter. 
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Table 4-1. Card Options 



Card Info (General Card Information) B-A-A 



Displays card information. 

Card Name - Name assigned to the card. 

Card Location - Physical location of the system. 

Card Contact - Name or number of the person responsible for the card. 

Time/Date - Current time and date for the card. 

Timezone - Time zone for the card. 

Card Up Time - Length of time the card has been running. 

Buffer Info - Number of Buffers free, used, allocated and available. 

Buffer Ram Size - Size of the Buffer Ram. 

Fast Data Ram Size - Total and Available Fast Data Ram. 

Card Type - Type of Card (MCC, DSL). 

Model Num - Model number of card. 

Serial Num - Serial number of card. 

Firmware - Version of firmware. 

CAP Firmware - Version of GlobeSpan chipset (for RADSL and SDSL cards only). 

MVL Firmware - Version of DSP chipset (for MVL and ReachDSL v1 cards only). 

ReachDSL Rel - Version of ReachDSL firmware (for ReachDSL v2 cards only). 

IUT Revision - Version of the ISDN U-lnterface Transceiver (for IDSL cards only). A valid 
revision is displayed only if all 24 ports contain the same type of device. If one or more 
ports differ, UNKN is displayed. 

Hardware Rev - Version of hardware. 



Login History B-A-B 



Refer to the Hotwire Management Communications Controller (MCC) Card, IP 
Conservative, User's Guide for information. 



Syslog (System Log) B-A-C 



Displays a time-stamped sequential list of operational type errors by date and error. There 
is one logged error per line in a downward scrolling list of over 100 possible entries. The 
following navigational tools are provided: 

■ Newest - Jump to newest entry in log 

■ Oldest - Jump to oldest entry in log 

■ Up - Move forward (toward newest entries) by one page 

■ Down - Move back (toward oldest entries) by one page 

When the log is full, the oldest entry is deleted. Refer to the following SYSLOG Screen 
Example. See Chapter 5, Diagnostics and Troubleshooting, for SYSLOG error message 
information. 



8000-A2-GB26-70 



April 2002 



4-3 
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SYSLOG Screen Example 



Sys log 



Gulfport 8344 



02/18/2000 11:19:59 ALARM: dsll Margin Low Clear 
02/18/2000 11:19:59 Margin Threshold Normal, port dsll:l 
02/18/2000 11:19:38 ALARM: dsll Margin Lou Set 
02/18/2000 11:19:38 Margin Threshold Exceeded, port dsll:l 
02/18/2000 11:19:29 ALARM: SAR Down Set 
02/18/2000 11:19:27 Syslog Started 



Page Number: 1 of 6 



Action <Newest/01dest/Up/Down> : 
Press ? For Help ... 



DSL Monitoring Physical Layer Screens 

Use the Physical Layer screens to display read-only system information about 
physical ports. The port cards with an ATM Network Interface allow you to select 
SAR statistics (B. SAR Stats) rather than Ethernet statistics. 



Hotwire 



DSL 



C. Applications 

D. Diagnostics 

E. Exit 



<no name> 



Monitoring 



A. Card 



I nterf aces 
Bridge 

SN Information 
Filters 



Physical Layer 



B. SAB Stats 

C. EtherHDLC Stats 

D. DSL Link Perf 

E. DSL Perf Stats 

F. DSL Error Stats 

G. DSL Knit Stats 



Menu Selection: | 
Press ? For Help - . . 



Procedure 

To view the active ports list, Ethernet or SAR statistics, and HDLC bus statistics: 

1 . Follow this menu selection sequence: 

Monitoring Physical Layer (B-B) 

2. The Physical Layer menu appears. Select the submenu option as shown in 
Table 4-2, Physical Layer Options, and press Enter. 



4-4 



April 2002 



8000-A2-GB26-70 



4. Monitoring the Hotwire DSL System 



The following is an example of an Ethernet Statistics screen (B-B-B) for DSL cards 
with an Ethernet Network Interface. 



Ethernet Statistics 



B/B 3.0 8510 



ort Name : ethl 



MAC Address: E0-02-C0-39-03- 



Mode: Half duplex Speed: 10 Mbps Interface: external 



Bytes 

Packets 

tlult icasts 
Broadcasts 
Flooded 
Filtered 
UNID Error 

Errors 
Overruns 
Bad CRC 
Fran in g 
Junbo— Gran 
Collis ions 



Received 
3125218829 Bytes 



Transnitted Disconnects 



61204 
34649 
0 
0 
0 

22170 

0 
0 
0 
0 
0 
0 



Packets 

tlult icasts 
Broadcasts 
Flooded 
Local Origin 
Discarded 
HTU Exceed 
Errors 

Deferrals 
Late Coll 
Excess Coll 
Carrier Loss 



3264984 
4335 
0 
0 
0 
0 
0 
0 
7 
7 
0 
0 
0 



Disable 
MflU Drop 
Xmit Fail 

<Cable on floor?) 



Fast Restarts 
RX Off 
IX Off 
Men Err 



Input Fort Nane : eth| 
Hotwire 8820: DSL04: 8510: 



U U X X X 



The following is an example of a SAR Statistics screen (B-B-B) for DSL cards with 
an ATM Network Interface. 



SflR Statistics 
















^■Port Name : sarlH 




Received 




Transnitted 




Disconnects 


Bytes 1627548065 


Bytes 


493979928 


fiPC Overrun 


0 


Packets 


15217003 


Packets 


95981579 


BPC Restart 


0 


Filtered 


433548 


Discarded 


13615324 


INT Overrun 


0 


EFCI 


0 


EFCI 


0 


SVNC Error 


1 


CLP1 


15217003 


CLP1 


0 






Errors 


0 


Errors 


13615324 


Link Ups 


1 


Bad Channel 


0 


Bad Channel 


0 


Link Downs 


0 


Overruns 


0 


Underruns 


0 


Clock Loss 


0 


Length 


0 


Length 


0 


Sync Loss 


0 


Bad CRC 


0 


MTU Exceed 


0 






Bad HEC 


0 


Buffer 


13615325 






Abort 


0 










Start less 


0 










Endless 


0 










SflR Patch: UBR/CLP Rev 0x0206 









nput Port Name: sar| 
Press ? For Help ... 
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Table 4-2. Physical Layer Options (1 of 8) 



Active List (Active Ports List) 



Displays a list of the current status of all the active ports. 
Num - Number of the port. 

Name - Name of the port (for example, eth001 for Ethernet, dsl001 for DSL card Port 1). 
Description - Type of port. 

MAC Address - MAC address of the active port. (Internal dummy address used for 
non-Ethernet ports.) 

Status - In-use or disconnected. 



Displays a list of the Ethernet statistics of the LAN port (eth001). 

The counters increment in real time and you may press Ctrl-r at any time to reset the 
counters. 

Port Name - Name of port (eth1). 
Mode - Full or half-duplex. 
Speed - Port speed. 
Interface - Internal or external. 

MAC Address - LAN (or MAC) address of the Ethernet port. 

Bytes received - Number of bytes received by the Ethernet port since the last reset. 

Packets received - Number of packets received by the Ethernet port since the last reset 
and what type. 

■ Multicast - Single packets copied to a specific subset of network addresses. 

■ Broadcasts - Messages sent to all network destinations. 

■ Flooded - Information received, then sent out to each of the interfaces. 

■ Filtered - Processes or devices that screen incoming information. 

■ VNID Error - Number of errors transmitted by the VNID and what type. 
Errors - Number of errors received by the Ethernet port and what type. 

■ Overruns - No buffer space. 

■ Bad CRC - Cyclic Redundancy Check. 

■ Framing - Receiver improperly interprets set of bits within frame. 

■ Jumbo-Gram - Ethernet packet too long. 

■ Collisions - Data collisions. 

Bytes transmitted - Number of bytes transmitted by the Ethernet port since the last 
reset. 

(Continued on next page) 
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Table 4-2. Physical Layer Options (2 of 8) 

Ethernet Stats (Ethernet Statistics) (continued) B-B-B 

Packets transmitted - Number of packets transmitted by the Ethernet port and what 
type. 

■ Multicasts - Single packets copied to a specific subset of network addresses. 

■ Broadcasts - Messages sent to all network destinations. 

■ Flooded - Information received, then sent out to each of the interfaces. 

■ Local origin - Locally transmitted packet; for example, Ping. 

■ Discarded - Packets discarded. 

■ MTU Exceeded - Packets received above the Maximum Transmission Unit (MTU) 
setting. 

Errors - Number of errors transmitted by the Ethernet port and what type. 

■ Deferrals 

■ Carrier Loss 

■ Late Coll 

■ Excess Coll 

Disconnects - Number of disconnects on the Ethernet port and what type. 

■ Disable - Transmit error, timed out. 

■ MAU drop - Transceivers dropped. 

■ Xmit fail - Transmit fail. 

Fast Restarts - Number of fast restarts and what type (RX Off, TX Off, Mem Err). 
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Table 4-2. Physical Layer Options (3 of 8) 

SAR Stats (SAR Statistics) B-B-B 

Displays a list of SAR statistics for the ATM port on the cards with an ATM Network 
Interface. 

The counters increment in real time and you may press Ctrl-r at any time to reset the 
counters. 

Port Name - Name of port (sari ). 

Received - Number of bytes/packets/errors received by the ATM port since the last reset. 

■ Bytes - Number of bytes received via the ATM port from the SCM card. 

■ Packets - Number of the following types of packets received via the ATM port from 
the SCM card: 

- Filtered = Packets filtered as invalid and dropped. 

- EFCI = Packets with congestion bit set. 

- CLP1 = Packets with Cell Loss Priority bit set to 1 . 

■ Errors - Number of packets received in error because: 

- Bad Channel = Destination DSL port on this card has not been configured or is 
no longer connected. 

- Overruns = Packets dropped because the card's receive buffers are full. 

- Length = Value defined in the AAL-5 size field is not equal to the actual packet 
length. 

- Bad CRC = Calculated CRC value does not match value contained in the 
header. 

- Bad HEC = Calculated header check value does not match value contained in 
the header. 

- Abort = An abort cell was detected while the packet was being reassembled. 

- Startless = An end cell was received while looking for a start cell. 

- Endless = An start cell was received while looking for an end cell. 

Transmitted - Number of bytes/packets/errors transmitted to the ATM port since the last 
reset. 

■ Bytes - Number of bytes sent via the ATM interface to the SCM card. 

■ Packets - Number of packets sent via the ATM interface to the SCM card. 

- Discarded = Number of invalid packets not sent. 

- EFCI = Packets with congestion bit set. 

- CLP1 = Packets with Cell Loss Priority bit set to 1 . 

■ Errors - Number of packets not sent because of the following errors: 

- Bad Channel = The Virtual Channel Connection (VCC) to the SCM is down and 
no packets can be sent. 

- Underruns = Packets not available to send from SAR interface. 

- Length = Packets dropped because they are too short or misaligned. 

- MTU Exceeded = Packets dropped because they are longer than the MTU 
(Maximum Transmission Unit) size specified for the interface. 

- Buffer - Packets dropped because the transmission buffer is full. 

■ SAR Patch - Current SAR enhancement code UBR/CLP is enhanced for UBR 
traffic with CLP marking. 

(Continued on next page) 
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Table 4-2. Physical Layer Options (4 of 8) 



SAR Stats (SAR Statistics) (continued) 




Disconnects - Disconnected because: 

■ APC Overrun - The ATM Pace Controller (APC) has more cell traffic to send than 
will fit in a timeslot. 

■ APC Restart - For future use. 

■ INT Overrun - Too many events in the SAR. 

■ SYNC Error - Utopia hardware sync error. 

■ Link Ups - Number of times the cell bus interface to the SCM has come up. 

■ Link Downs - Number of times the cell bus interface to the SCM has gone down. 

■ Clock Loss - Clock Loss event on the ATM backplane cell bus interface. 

■ Sync Loss - Receiving invalid-sized cells and cannot synchronize. 

I EtherHDLC Stats (EtherHDLC Statistics) B-B-C 

Displays statistics in real time on the HDLC link later protocol between the Access Node 
and each Service Node (for example, dsl001, dsl002, etc., ports.) (See field definitions 
from previous screen.) 

The counters increment in real time and you may press Ctrl-r at any time to reset the 



Port Name - Port name (for example, dsh :1 through dsh 2:1 for 1 2-port cards). 
Initialized EtherHDLC Ports - For example, dsll :1 through dsM 2:1 for 1 2-port cards. 
Bytes Received - Number of bytes received. 
Bytes Transmitted - Number of bytes transmitted. 

Packets Received - Number of packets received. 

■ Multicasts 

■ Broadcasts 

■ Flooded 

■ Filtered 

■ VNID Error 

Packets transmitted - Number of packets transmitted. 

■ Multicast - Single packets copied to a specific subset of network addresses. 

■ Broadcast - Messages sent to all network destinations. 

■ Flooded - Information received, then sent out to each of the interfaces. 

■ Discarded - Packets discarded. 

■ MTU Exceed - Packets received above the Maximum Transmission Unit (MTU) 



Errors - Number of other receive errors. (If a high number of errors have been received, 
the card may have to be reset.) 

■ Overruns - No buffer space. 

■ Bad CRC - Cyclic Redundancy Check. 

■ Framing - Receiver improperly interprets set of bits within frame. 

■ Jumbo-Gram - Ethernet packet too long. 

■ Underruns - Packets not available to send from Ethernet interface. 

■ Buffer - Packets dropped because transmission buffer is full. 



counters. 



setting. 
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Table 4-2. Physical Layer Options (5 of 8) 

DSL Link Perf (DSL Link Performance Summary) B-B-D 

Displays a summary of the link performance for each of the DSL ports. Tells you the 
number of times the link has been down and the elapsed time the link has been up. 

Enter port name (for example, dsh :1 through dsM 2:1 for 12-port cards) to see the fields 
for current 15-minute period (real-time count of events during the past 0 to 15 minutes), 
previous 15-minute period (data updated every 15 minutes), previous 1-hour period (data 
updated every hour), and current day (automatically resets at midnight from the system 
clock, data is updated every hour). 

Port Name - Enter port name (for example, dsh :1 through dsM 2:1 for 12-port cards) you 
wish to monitor. 

Operating Speeds - The upstream and downstream operating speeds in Kbps. 

dn margin 1 - Measure of the noise margin on the specified port in the downstream 
direction. A positive margin number reflects a lower error rate with a higher tolerance. The 
margin is averaged over five measurements. 

up margin 1 - Measure of the noise margin on the specified port in the upstream 
direction. A positive margin number reflects a lower error rate with a higher tolerance. The 
margin is averaged over five measurements. 

dn min margin 1 - Measure of the noise minimum margin on the specified port in the 
downstream direction. A positive margin number reflects a lower error rate with a higher 
tolerance. The margin is averaged over five measurements. 

up min margin 1 - Measure of the noise minimum margin on the specified port in the 
upstream direction. A positive margin number reflects a lower error rate with a higher 
tolerance. The margin is averaged over five measurements. 

local nebe 2 - Local near-end block error statistics. 

local febe 2 - Local far-end block error statistics. 

remote nebe 2 - Remote near-end block error statistics. 

remote febe 2 -Remote far-end block error statistics. 

dn err rate - This statistic is not available for this release and 0 (zero) appears for each 
time period. 

up err rate - Block error rate in the upstream direction. Error rate = bad blocks/good 
blocks and is expressed as A x 1 0" B . 

link dn count - Number of times the DSL link has gone down. 

elp link up - Count of the elapsed time in seconds that the link has been up. 

elp time - Count of the elapsed time in seconds since the DSL card was last reset. 

pet link up - Percentage of time the DSL link has been up. 

1 Does not display for Model 8303/8304 I DSL cards. 

2 Only displays for Model 8303/8304 IDSL cards. 
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Table 4-2. Physical Layer Options (6 of 8) 



DSL Pert Stats (DSL Performance Stats) 



Displays the link performance for each of the DSL ports. 

Enter port name (for example, dsM :1 through dsM 2:1 for 12-port cards) to see the fields 
for current 1 5-minute period (real-time count of events during the past 0-1 5 minutes); 
previous 1 5-minute period (data updated every 15 minutes); previous 1-hour period (data 
updated every hour); and current day, starting at 12:01 a.m. (data updated every hour). 

Port Name - Enter port name (for example, dsM :1 through dsM 2:1 for 1 2-port cards) you 
wish to monitor. 

15min Valid - Number of 1 5-minute intervals in which downstream performance data has 
been received across the DSL link from the endpoint (SN). 

All Data: 

pkt rev dn - Number of downstream packets received, 
pkt snt dn - Number of downstream packets sent, 
pkt lost dn - Number of downstream packets lost, 
pkt rev up - Number of upstream packets received, 
pkt snt up - Number of upstream packets sent, 
pkt lost up - Number of upstream packets lost. 

k octs sent dn - How many thousands of octets have been sent to the SN. 

k octs rev dn - How many thousands of octets have been received by the SN. 

k octs sent up - How many thousands of octets have been sent upstream from the SN. 

k octs rev up - How many thousands of octets have been received upstream from the 
SN. 

Customer Data: 

k octs sent dn - How many thousands of octets have been sent downstream, 
k octs rev up - How many thousands of octets have been received upstream. 
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Table 4-2. Physical Layer Options (7 of 8) 

DSL Error Stats B-B-F 



Displays the error performance (margin) rates for each of the DSL ports after selecting a 
specific DSL port number. Margin is a measure of performance. 

Enter port name (for example, dsM :1 through dsM 2:1 for 12-port cards) to see the fields 
for current 15-minute period (real-time count of events during the past 0-15 minutes), 
previous 15-minute period (data updated every 15 minutes), previous 1-hour period (data 
updated every hour), and current day, starting at 12:01 a.m. (data updated every hour). A 
margin of 0 db equals an expected bit error rate of 1 0" 7 . (The higher the margins, the 
fewer the errors.) 

The counters increment in real time and you may press Ctrl-r at any time to reset the 
counters. 

Port Name - Enter port name (for example, dsM :1 through dsM 2:1 for 1 2-port cards) you 
wish to monitor. 

dn margin 1 - Measure of the noise margin on the specified port in the downstream 
direction. A positive margin number reflects a lower error rate with a higher tolerance. 

up margin 1 - Measure of the noise margin on the specified port in the upstream 
direction. A positive margin number reflects a lower error rate with a higher tolerance. 

dn err rate - This statistic is not available for this release and an NA appears for each 
time period. 

up err rate - Block error rate in upstream direction. Error rate = bad blocks/good blocks 
and is expressed as A x 1 0" B . 

dn err sees - Count of the number of down error seconds with at least one block error in 
the downstream data path. 

up err sees - Count of the number of up error seconds with at least one block error in the 
upstream data path. 

dn svr err sec - Count of the number of seconds with at least 800 block errors in the 
downstream data path. 

up svr err sec - Count of the number of seconds with at least 800 block errors in the 
upstream data path. 

1 Does not display for Model 8303/8304 I DSL cards. 
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Table 4-2. Physical Layer Options (8 of 8) 



DSL Xmit Status (DSL Transmit Stats) B-B-G 



Displays the transmit and receive statistics for each of the DSL ports after selecting a 
specific DSL port number. This screen is not supported for Model 8303/8304 IDSL cards. 

Enter port name (for example, dsh :1 through dsM 2:1 for 12-port cards) to see the fields 
for current 15-minute period (real-time count of events during the past 0-15 minutes), 
previous 15-minute period (data updated every 15 minutes), previous 1-hour period (data 
updated every hour), and current day, starting at 12:01 a.m. (data updated every hour). 

The counters increment in real time and you may press Ctrl-r at any time to reset the 
counters. 

Port Name - Enter port name (for example, dsh :1 through dsh 2:1 for 1 2-port cards) you 
wish to monitor. 

NOTE: For the following fields, the difference between xmit pwr and rx gain for a given 
direction (up/dn) is approximately the loop attenuation (att est) in dB. 

dn xmit pwr - Measure of the power level of the downstream signal sent to the SN 
(in db). 

up xmit pwr - Measure of the power level of the upstream signal sent by the SN (in db). 

dn rx gain - Measure of the receive level at the SN in dBm. 

up rx gain - Measure of the receive level at the port card (AN) in dBm. 

dn att est - Measure of the downstream transmission loss on the DSL line in dB. 

up att est - Measure of the upstream transmission loss on the DSL line in dB. 
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DSL Monitoring Interfaces Screens 

Use the Interfaces screens to display read-only system information about 
interfaces. 



Hotwire 



DSL 



C. Applications 

D. Diagnostics 

E. Exit 



Menu Selection: | 
DSL07: 8344: U X X X X 



<no nane> 



Monitoring 



D. Bridge 

E. SN Information 

F. Filters 



I nterf aces 



B. Status 



XXXXX XXXXX XXXXX XXXX 



► Procedure 

To view the active interfaces list and interface status list: 

1 . Follow this menu selection sequence: 

Monitoring Interfaces (B-C) 

2. The Monitor Interfaces menu appears. Select the submenu option as shown in 
Table 4-3, Monitor Interfaces Options, and press Enter. 
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Table 4-3. Monitor Interfaces Options 



Active List (Active Interfaces List) 



Displays a list of the current status of all of the active interfaces in the card. 
Num - Number of the interface. 

Intf Name - Name of the interface (for example, eth1 :1 , sari :1 , dsM :1 through dsh 2:1 for 
12-port cards, etc.). 

Type - Interface type (static). 

Link - Name of the protocol on the interface. 

State - Current state of the interface. 

Il-state - Not applicable. 

Port Name - Port linked to this interface. 

The only information that changes on this screen is the state (active or port-wait) column. 



Status (Interface Status) B-C-B 



Displays a list of additional information, after a specific interface (port) has been selected. 

Interface Name - Name of the interface (for example, eth1 :1 , sari :1 , dsM :1 through 
dsM 2:1 for 12-port cards, etc.). 

protocol - Type of protocol for the entered interface name. 

port - Port linked to this interface. 

restarts - Number of times interface has been restarted. 

user - None. 

type - Static. 

link-downs - Number of times the link has gone down, 
state - Active or prtwait. 

inactivity T/O - Number of times the interface has timed out. 
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DSL Bridge Screens 

Use the Bridge screens to display read-only system bridge information. 



Hotwire 



DSL 



C . fipplicat ions 

D. Diagnostics 

E. Exit 



<no nane) 



Mon itoring 



Menu Selection: | 
Press ? For Help ... 



Card 

Physical Layer 
I n terf aces 

SN Information 
Filters 



Bridge 



Card UNID Table 



B. MAC Table 

C. UNID Binding Table 

D. Client Allocation 

E. Client UNID Table 

F. HHP Table 



► Procedure 

To view bridge information: 

1 . Follow this menu selection sequence: 

Monitoring Bridge (B-D) 

2. The Bridge menu appears. Select the submenu option as shown in Table 4-4, 
Bridge Options, and press Enter. 



4-16 



April 2002 



8000-A2-GB26-70 



4. Monitoring the Hotwire DSL System 



Table 4-4. Bridge Options (1 of 3) 



Card VNID Table 




Displays information on various bridge functions. 

Item - Enter the item number you wish to display from 1-32. 

VNID - VNID number from 2-4000, in VNID tagged mode (Default = none in VNID 
untagged mode, with only one VNID entry). 

Mux Fwd - Enable = traffic forced upstream (Disable = blank). 

IP Filter - Enable/Disable. 

IP Scoping - Enable/Disable. 

VNID Auth - Only interfaces bound to this VNID will accept packets with this VNID 
number. 

Domain Name - Domain name of the card. There can be up to 1 2 VNID addresses at a 
time, with a maximum of 30 characters each. 




Displays the MAC table. For DSL cards with an ATM Network Interface, this table will be 
populated only if MAC Learning in Auto VNID Mode is set to Enable (A-E-A). 

Bridge - IbO - Name of the Logical Bridge (Equivalent to eth1 or sari ). 

Entry # - Enter the MAC table entry number you wish to view. 

Entries - Number of entries in the MAC table. 

Bridge Timer (Sees) - Timer that is used to show dynamic MAC addresses. 
# - Entry number. 

MAC Address - MAC address in xx.xx.xx.xx.xx.xx format. 

VNID - VNID ID associated with the MAC address. 

Age (Sees) - Age in seconds since the address was last used. 

Intf - Interface behind which the network element associated with the MAC address lies 
(Ethernet or SAR). 

Flags - Dynamic = MAC addresses learned by the bridge, aged according to the bridge 
timer. Perm (DHCP) = MAC addresses of the DHCP clients, aged according to DHCP 
lease time. Entries in the MAC table will be removed when the lease time expires. 



NOTE: When the subnet is configured, the MAC address of the client obtaining the IP 
address in the configured subnet is aged according to the bridge timer. 




Displays the binding between VNIDs and interfaces. 

Item - Enter the item to display. 

VNID - VNID between 2-4000 (Default = none). 

DSL Interfaces - DSL interfaces that are members of the VNID. 



NOTE: The Ethernet interface is a member of all VNIDs. 
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Table 4-4. Bridge Options (2 of 3) 



Client Allocation B-D-D 



Displays the number of clients/subnets behind each DSL interface. 

Item - The Item number identifying the row listing the desired VNID. 

DSL Interface - The DSL interface (for example, dsll :1 through dsl4:1 = 4-port DSL card 
interface; dsl1:1 through dsM 2:1 = 12-port DSL card interface, dsl1:1 through dsl24:1 = 
24-port DSL card interface). 

Total Entries - The number of clients/subnets allowed behind each DSL interface. 

Allowed DHCP Entries - The number of DHCP clients that can be attached to each DSL 
interface. An asterisk (*) indicates that the maximum number of dynamic clients is not 
specified. 

Allowed Static Entries - The maximum number of static clients/subnets that can be 
configured for each DSL interface in the Client VNID table (total clients less allowed 
DHCP clients). An asterisk (*) indicates that the maximum number of clients/subnets is 
not specified. 

Client VNID Table B-D-E 



Displays information on specific clients or allowable subnets. 

DSL Interface Name - Enter port interface name (for example, dsll :1 through dsll 2:1 for 
12-port cards, etc.) you wish to monitor. 

User to Display - Enter a number in the range of 1-32 corresponding to the number of 
users. 

Total - Total number of entries in the Client VNID table (static user, dynamic user, or 
defined subnet). 

Time - Current date and time. 

User - Enter the input number of the client (Default = 0). 

IP Address - Client IP address in nnn.nnn.nnn.nnn format (Default = 0). 

Subnet Mask or Lease Expiration - Variable based on Static or Dynamic entry. For 
static entries, Subnet Mask is used with IP address to specify a range of allowable static 
host IP entries to the Client table. For dynamic entries, Lease Expiration is the date and 
time when the client's DHCP lease expires. 

NHR - IP address of the default next hop router in nnn.nnn.nnn.nnn format. For client 
entry. 

VNID - VNID between 2-4000 (Default = none). 
Type - S = Static or D = Dynamic. 

Port Specific Parameters - Enabled/Disabled. Shows active VNID information. 

NOTE: In order to display the following information, VNID has to be activated on the 
Port screen in the Configuration Bridge screen menu (A-E-C). Refer to Table 3-4, 
Bridge Options, in Chapter 3, DSL Card Configuration 

DNHR - Default next hop router IP address. For the VNID interface. 

IP Scoping - Enabled/Disabled. 

Mux Fwd - Enabled/Disabled. 

IP Filtering - Enabled/Disabled. IP source filtering. 
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Table 4-4. Bridge Options (3 of 3) 



ARP Table 



B-D-F 



Displays the current Address Resolution Protocol (ARP) cache. 

Line - Sequential number of line. 

IP Address - Internet Protocol Address. 

MAC Address - MAC address associated with the IP address. (An incomplete can be 
shown in this column for some internal entries such as the backplane.) 

Min - Number of minutes since this entry was last used. 

VNID - VNID between 2-4000 for DSL cards with an Ethernet Network Interface, or 
2-255 for DSL cards with an ATM Network Interface (Default = none). 

Flags - Various flags associated with this entry. 

■ PM = permanent 

■ PB = publish this entry (respond for other hosts) 

■ TR = trailers 

■ PX = proxy ARP (card will proxy ARP for this IP address) 

■ SB = subnet proxy ARP 



DSL SN Information Screen 



Use the SN Information screen to display read-only Service Node information. 



Hoti. 



DSL 



C. Applications 

D. Diagnostics 

E. Exit 



<no name) 



Monitoring 



A. Card 

B. Physical Layer 

C. Interfaces 

D. Bridge 

F. Filters 



Menu Selection: | 

DSL07: 8344: U X X X X XXXXX XXXXX XXXXX XXXX 



► Procedure 

1 . Follow this menu selection sequence: 

Monitoring SN Information (B-F) 

2. The SN menu appears. The information displayed on this screen is shown in 
Table 4-5, Service Node Options. 
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Table 4-5. Service Node Options 



SN Information 




Displays Service Node information. 

NOTE: Although the System Name, System Contact and System Location can be 
entered on the SN Configuration screen (A-F), DSL Router SNs use and display the 
SNMP information set via the System Group. 

Interface Name - Enter the DSL port name (for example, dsh :1 through dsh 2:1 for 
12-port cards, etc.). 

SN Type - Model number of endpoint as entered on the DSL Ports screen (A-B-B). 

System Name - 16 alphanumeric characters. Name assigned to the endpoint. 

System Contact - 32 alphanumeric characters. Name or number of the person 
responsible for the endpoint. 

System Location - 16 alphanumeric characters. Physical location of the system. 

System Circuit ID - Location of the circuit. 

Model Num - Model number of the endpoint. 

Serial Num - Serial number of the endpoint. 

Firmware Rev - Version of firmware. 

Hardware Rev - Version of hardware. 

DSP Rev - (For Models 8510, 8312/8314 ReachDSL v2, 8343/8344, and 8373/8374 
only.) Version of DSP chipset. 

IUT Revision - (For Models 8303/8304 only.) Version of the ISDN U-lnterface 
Transceiver (IUT). 

MVL Rev - (For Models 831 0 MVL and 831 2/831 4 ReachDSL v1 only.) Version of MVL 
chipset. 
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DSL Monitoring Filters Screens 

Use the Filters screens to display configured IP and Ethertype filter information. 



Hotwire - DSL 



C - Appli cations 
D * Diagnostics 
E. Exit 



Menu Selection; 
Press ? For Help 



Monitoring 



Card 

Physical Layer 
InterF aces 
Bridge 

SN Information 



B + Ethertype Filters 



► Procedure 

1 . Follow this menu selection sequence: 

Monitoring -> Filters (B-G) 

2. The Filters menu appears. Select the option as shown in Table 4-6, Filters. 
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Table 4-6. Filters 

IP Filter Table (B-F-A) 

The IP Filter Table screen displays the status of the IP filter. 

Item # - Enter the item to display. 

Filter Name - Name of the IP filter. 

# Rules - Number of rules in filter. 

Def. Filter Action - Forward/discard. 

VNID - Interface and VNID to which the filter belongs. 

Interface - DSL interface to which the filter belongs (for example, dsh :1 through dsM 2:1 
for 12-port cards). 

Filter Status - Active/Inactive. 

Direction - Inbound/Outbound. 

NOTE: To view the filter rules, you must have Administrator level access and use the 
Configuration Menu (A-G-A). Refer to Table 3-6, Filters Options, in Chapter 3, DSL 
Card Configuration. 

Ethertype Filter Table (B-F-B) 

The Ethertype Filter Table screen displays the status of the Ethertype filter. 

Item # - Enter the item to display. 

Filter Name - Name of the Ethertype filter. 

Rules - Number of rules in filter. 

Def. Filter Action - Forward/discard. 

Interface - DSL interface to which the filter belongs (for example, dsh :1 through dsM 2:1 
for 12-port cards). 

Filter Status - Active/Inactive. 

Direction - Inbound/Outbound. 

NOTE: To view the filter rules, you must have Administrator level access and use the 
Configuration Menu (A-G-A). Refer to Table 3-6, Filters Options, in Chapter 3, DSL 
Card Configuration. 
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Diagnostics and Troubleshooting 




Diagnostic Screens 

Use the Diagnostics submenu to perform selftests or view alarm status. 



Configuration 
Mon itoring 
Applieat ions 




<no nane> 



Diagnost ics 



B. Alarms 

C. Packet Echo 

D. SN Selftest 

E. BERT 



Menu Selection: 

|PSLB2: 83B 3: N U U UU UuUUU UUUUU UUUUU UUUU 



► Procedure 

To view alarm and test information: 

1 . From the Hotwire - DSL Menu, select: 

Diagnostics (D) 

2. The Diagnostics menu appears. Select the submenu option as shown in 
Table 5-1 , Diagnostics Options, and press Enter. 
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Table 5-1. Diagnostics Options (1 of 2) 



Selftest D-A 



Displays the results of the last disruptive selftest of the DSL card. This selftest is only 
performed on power up of the system or a reset of the card. Each subsystem (processors, 
memory, and interfaces) reports pass or fail. If all subsystems pass, the card has passed 
selftest. If a subsystem fails, reset or replace the card. 

You can determine when the selftest occurred by reading the elapsed time since the last 
reset on the card. 



Alarms (Card Alarms) D-B 



Displays all active card alarm conditions. 

Major alarms include Selftest Failure, Sanity Timer, Non-Supported Chassis, DSL or 
Ethernet Port Failures, and Loss of Network Timing (for ports designated as NT). Refer to 
Table 5-2, Major Alarms. 

Minor alarms include Config Error (configuration has been corrupted), Threshold 
Exceeded for DSL Margin or Link Down events, and Wrong SN Ports. Refer to 
Table 5-3, Minor Alarms. 



DSL Packet Echo Test D-C 



Allows you to conduct a nondisruptive packet test between the DSL card and Hotwire SN 
endpoint. Test packets are sent to the SN at 10 percent of the line rate and echoed back 
to this card, where they are counted and checked for errors. The running time of the test 
can be specified and the test will continue until the specified time has elapsed or the test 
is stopped. Only one port can be tested at a time. 

Results include packets sent, valid packets received, errored packets received, errored 
seconds, and elapsed time of the test. 

NOTE: Errored packets and errored seconds may result if one SN has heavy Ethernet 
traffic, or two or more SNs have moderate to heavy Ethernet traffic (such as in a 
multidrop environment). 



SN Selftest D-D 



Allows you to perform a power-on Service Node selftest. A port number can be selected 
to perform the test. 

NOTE: Entering yes in the Reset SN field will temporarily disrupt the data path on the 
specified DSL port while the SN resets. 



BERT (Bit Error Rate Test) D-E 



Allows you to perform a Bit Error Rate Test (BERT). A port number can be selected to 
perform the test. You can choose to run the test for 1 0 seconds or two minutes. The test 
will run for the full time selected. This test is not supported for MVL, IDSL or ReachDSL 
port cards. 

NOTE: If you choose not to wait while the test runs for its selected time, you can exit 
this screen, then reenter it to view the current status of the test. 
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Table 5-1. Diagnostics Options (2 of 2) 



BERT (Block Error Rate Test) D-E 



Allows you to perform a Block Error Rate Test (BERT). This test is supported for MVL 
cards with version 3.1 or greater software and ReachDSL cards. 

Interface Name - Enter port number:interface number. The interface number (1-4) 
represents each of the possible Service Nodes that may be attached to the selected port. 
The link to the Service Node must be active to run the BERT since packets are 
exchanged between the Access Node and the Service Node. 

Serial Number - The serial number of the Service Node appears in this field when you 
enter an Interface Name. 

Duration - (1-65535). Enter the number of packets that will be exchanged in both the 
upstream (Service Node to Access Node) and downstream (Access Node to Service 
Node) directions. If you enter a number from 1 through 65534, this is an iterative test. If 
you enter 65535, this is a continuous test. 

Test Type - Displays one of the following: 

■ Iterative - You entered a number from 1 through 65534 in the Duration field. The 
test stops after the transfer of the specified number of packets. 

■ Continuous - You entered 65535 in the Duration field. The test runs until you select 
Stop Test. 

Start Test - Type y to start the test. You may display the results of the test just started, or 
you may start a BERT on another interface by typing Ctrl-z, then reentering this screen 
and selecting another interface to test. 

Stop Test - Type y to stop the test. 

Test Status - Displays Test Starting (Access Node is communicating the test request to 
the Service Node), Test Running (Access Node and Service Node are exchanging test 
packets), or Test Complete. 

Next TX Sequence Number - The number of the next test packet to be sent from the 
Access Node to the Service Node. Begins with the number entered in the Duration field 
and counts down to 0. 

Next RX Sequence Number - The number of the next test packet expected to be 
received by the Access Node from the Service Node. Begins with the number entered in 
the Duration field and counts down to 0. 

Results - Displays the following: 

■ Number of Good/Bad Blocks Received for Upstream and Downstream - Only 
updated in downstream direction for an Iterative test. The upstream direction is 
updated for an Iterative test once the test has completed. Both upstream and 
downstream directions are updated during an Continuous test. 

■ Line Rate - Line rate in Kbps in both upstream and downstream directions while the 
BERT is running. 
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Example of BERT on 8344 SDSL Card: 



Bit Error Rate Test 



PC-8344 



ort Name : 



Duration (seconds) : 0 



Start Test : no 



Elapsed Tine: Inactiue 



Results Upstream Dounstrean 

Sync 511 Achieved: No No 

Million Bits Re ceiued: 0 0 

Bit Errors Detected: 0 0 

Bit Error Rate: 0.00E-0 0.00E-0 

Errored Seconds: 0 0 

Signal Quality: 0 0 

Line Rate <Kbps>: 0 0 

Margin <DB>: 0 0 



Complete DSL Port Name : dsl_ 
Press ? For Help . . . 



Example of BERT on 8314 ReachDSL Card: 



Block Error Rate Test 


\no nane/ 


I nterf ace Name : ds 11 :: 




Serial Number: 4858800 


Durat io n < it e rat io n s > 


20000 


Test Type : Iterative 


Test Status : Test Running 




Next TX Seq Number: 19708 
Next RX Seq Number: 19714 


Upstream Dnwnstvean 


Number Of Good Blocks 


Receiued : 


286 0 


Number Of Bad Blocks 


Received : 


0 0 


Line Rate <Kbps> : 




768 768 



yes/no : 

Press ? For Help ... 
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Troubleshooting 

The status of each card in the Hotwire chassis is indicated on the Card Selection 
screen (see Components of a Hotwire Screen in Chapter 2, Hotwire Menus and 
Screens). 



Checking Alarms 

If the Card Selection screen indicates that a Major or Minor Alarm is on a card, 
follow the menu selection sequence Diagnostics -» Alarms (D-B) to determine the 
cause of the alarm. 



No Response at Startup 

DSL cards do not respond at startup after rebooting chassis. Reset the MCC card. 
Be sure LEDs go through the reset sequence twice within about one minute. 

If a DSL card does not appear on the Card Selection screen because the MCC 
card can no longer communicate with it, the MCC card will generate a major 
alarm. Follow the MCC's menu selection sequence Monitors Card^ Syslog 
(B-A-C) and view the event on the MCC Card System Log. 



Major Alarms 

Use Table 5-2, Major Alarms, to determine the appropriate action to take for each 
Major Alarm. 



Table 5-2. Major Alarms (1 of 3) 



Alarm 


Action 


Selftest Failure 


1 . Check the Selftest Results display by following the menu selection 
sequence: Diagnostics — > Selftest (D-A) 

2. Do another Selftest (Reset) and check results. 

- If the results are normal, the problem was transient. Log the 
results. 

- If the results are the same as the first selftest, the card should be 
replaced. If only one port on a DSL card is bad, that port can be 
disabled. You may continue to use the card until it is convenient 
to replace it. 


Processor 
Failure (Sanity 
Timer) 


1 . Check the Selftest Results display by following the menu selection 
sequence: Diagnostics -> Selftest (D-A) 

2. Do another Selftest (Reset) and check results. 

- If the results are normal, the problem was transient. Log the 
results. 

- If the results are the same as the first selftest, the card should be 
replaced. 


Non-Supported 
Chassis 


Check that the chassis supports the card (for example, only 8620 and 
8820 support the 8374 card). 
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Table 5-2. Major Alarms (2 of 3) 



Alarm 


Action 


Ethernet Port 
Failure 


1 . Check cable connections to the chassis. 

- If cables are terminated properly, go to Step 2. 

- If cables are not terminated properly, terminate them correctly. 

2. Check cable connections to the hub or Ethernet switch. 

- If cables are terminated properly, go to Step 3. 

- If cables are not terminated properly, terminate them correctly. 

3. Check the Activity/Status LED at the Ethernet hub. 

- If Activity/Status LED does not indicate a problem, go to Step 4. 

- If Activity/Status LED indicates a problem, take appropriate 
action. 

4. Disconnect the Ethernet cable and replace it with a working cable 
from a spare port on the hub. 

- If the replacement cable works, the original is bad and should be 
permanently replaced. 

- If the replacement cable does not work, reconnect the original 
cable and go to Step 5. 

5. Move the DSL card and cable to another (spare) slot. 

- If this solves the problem, the connector or interface panel 
connections for the original slot are bad. Schedule maintenance 
for the chassis and try to use the spare slot temporarily. 

- If this does not solve the problem, the DSL card is probably bad 
and should be replaced. 


Link Down 
Threshold 

(A trap message 
is sent if the 
number of DSL 
link down events 
in 15 minutes 
exceeds the 
selected value.) 


■ If the threshold is set low (1-4) and the link is currently down, then 
there may be a local loop or Service Node problem. Check both. 

- Verify that the Service Node is powered up, is connected to the 
local loop, and has passed its selftest. 

- Check the loop for continuity. 

■ If the threshold is set low (1-4) and the link is currently up, then an 
event had occurred to temporarily knock out the connection. Log 
the event and continue normal operation. 

■ If the threshold is set high (more than 4) and the link is currently 
down, then check the Margin statistics over the past hour and day. If 
the numbers are low, there may be a situation where the DSL 
modems cannot train. This condition may be temporary or 
permanent. However, if it persists, the loop may have to be 
reengineered for better performance by performing one of the 
following: 

- Remove bridge taps. 

- Change cable gauge on a cable section. 

- Run new cable. 

- Remove other noise-generating digital circuits from the cable 
bundle. 

■ If the threshold is set high (more than 4) and the link is currently up, 
then there may be a loose connection in the loop plant, or the loop 
is barely usable. Check the Margin. If the Margin is normal, there 
may be a loose connection. If the Margin is low, try reducing the 
speed of the DSL port. 
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Table 5-2. Major Alarms (3 of 3) 



Alarm 


Action 


Loss of 

Network 

Timing 


Check that the specified port is operating properly. 


DSL Port 
Failure 


1 . Check the Selftest Results display by following the menu selection 
sequence: Diagnostics — > Selftest (D-A) 

2. Do another Selftest (Reset) and check results. 

- If the results are normal, the problem was transient. Log the 
results. 

- If the results are the same as the first selftest, the card should be 
replaced. If only one port on a DSL card is bad, that port can be 
disabled. You may continue to use the card until it is convenient 
to replace it. 


DSL Card Not 
Responding 

(LEDs on card 
are out or MCC 
is showing an 
alarm.) 


1 . Check to see if the lights are out on the DSL card. 

- Plug the card into an empty slot to see if it responds. If not, the 
card is bad and needs to be replaced. 

- If the card responds in a different slot, the slot connector may be 
bad. Call your service representative. 

2. Check to see if the DSL LEDs are on. 

- If not, pull the card out and plug it in again. 

- Reset the card from the MCC or DSL Main Menu. 

- Go to the MCC Main Menu and clear NVRAM. 

- Replace the card. 
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Minor Alarms 



Use Table 5-3, Minor Alarms, to determine the appropriate action to take for each 
Minor Alarm. 

Table 5-3. Minor Alarms 


Alarm 


Action 


Config Error 


1 . Check the Selftest Results display by following the menu selection 
sequence: Diagnostics — > Selftest (D-A) 

2. Do another Selftest (Reset) and check results. 

- If the results are normal, the problem was transient. Log the results. 

- If the results still show configuration corruption, there is a card 
problem. The card's nonvolatile RAM should be erased and the 
configuration reentered. Perform a configuration download. 

- If the configuration has not been saved, use reset and erase 
NVRAM to force the card to the factory default. Enter the basic 
default route to the MCC and reconfigure the card manually. 


NOTE: The following minor alarm indicates where thresholds have been exceeded and is 
primarily an indication of degraded quality on the DSL loop. It is not necessarily related to 
problems with the DSL card. It is not valid for Model 8303/8304 IDSL cards. 


Margin 
Threshold 
(Margin 
Low) 

(A trap 
message is 
sent if margin 
falls below 
selected 
value.) 


■ If DSL speed is set to a Fixed Rate, you may choose to lower the 
speed in the direction indicated by the threshold alarm (Fixed Up 
Speed or Fixed Down Speed) to get a better Margin and improved 
error performance. 

■ If DSL speed is set to Rate Adaptive and the Margin Threshold is 
greater than 0, this alarm is a warning that the loop has degraded. The 
actual bit rate should still be above 10" 7 . This condition may be 
temporary due to high temperature or humidity/rain, or it may be 
permanent due to high noise from additional digital circuits installed in 
the same cable bundle. 

■ If DSL speed is set to Rate Adaptive and the Margin Threshold is 
greater than 0, this alarm is a warning that the loop has seriously 
degraded. The actual bit rate may be below 10" 7 . This condition may 
be temporary or permanent. However, if it persists, the loop may have 
to be reengineered for better performance by performing one of the 
following: 

- Remove bridge taps. 

- Change cable gauge on a cable section. 

- Run new cable. 

- Remove other noise generating digital circuits from the cable 
bundle. 


Wrong SN 


For RADSL, SDSL and IDSL cards. The wrong model endpoint is 
attached. Change to the correct endpoint model for this Access Node 
type (screen A-F). 
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SYSLOG Messages 

The SYSLOG contains an historical list of special system messages which serves 
as a log of certain significant events that occur in the DSL network. SYSLOG 
messages consist of a date and timestamp, followed by the message. 

To view SYSLOG messages, access the SYSLOG menu entry (B-A-C). 
NOTE: 

Some actions through the user interface can cause an error message to 
appear on the screen. However, this message is not necessarily logged in the 
SYSLOG. If the LOG_ERR level is set, only selected messages appear in the 
SYSLOG. For example, if you enter a wrong filename during a configuration 
upload or download, this error is not logged in the SYSLOG if the error level is 
set to LOG_ERR. The System Administrator can choose to change the error 
level to log less severe errors, if this is deemed to be necessary. 



Example SYSLOG Messages 

Interpreting SYSLOG messages sometimes involves viewing a series of 
messages to determine the problem. Event messages can indicate that certain 
thresholds have been exceeded. 

By comparing the embedded timestamp received from the remote unit to the 
timestamp in the port card message, you can determine which end of the DSL link 
entered the retrain state first, and which simply reacted to the training sequence 
from the other end. The port card SYSLOG message always appears first. 

See the following examples. 

Example 1. Port Card (Upstream Channel) Retrain 

The following SYSLOG messages have been received: 

02/18/2000 09:53:26 S/N Threshold Reached, port DSL port 4 
02/18/2000 09:53:50 Remote Restarted at 02/18/2000 09:53:34 
02/18/2000 09:53:50 Remote Reed Solomon Restart, Port 4 

Meaning: 

The upstream Signal-to-Noise (S/N) ratio has dropped below the acceptable 
threshold and the port card has retrained. The remote unit retrain has occurred 
after the port card retrain. 
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Example 2. Remote Unit (Downstream Channel) Retrain 

The following SYSLOG messages have been received: 

02/18/2000 09:53:32 S/N Threshold Reached, port DSL port 4 
02/18/2000 09:53:50 Remote Started at 02/18/2000 09:53:28 
02/18/2000 09:53:50 Remote Reed Solomon Restart, Port 4 



Meaning: 

The port S/N ratio has been reached. The port card retrained after the remote unit 
as indicated by the embedded timestamp at the end of the remote SYSLOG 
message. This retrain was caused by Reed Solomon errors. In general, if the port 
card is experiencing a line performance problem and enters the retrain state first, 
the remote unit typically retrains due to Reed Solomon Restart. If the remote unit 
enters the retrain state first, the port card will typically show a S/N Threshold 
Reached error message. 

Example 3. System Status Message 

The following SYSLOG message have been received: 

02/18/2000 11:13:15 Link Transition Threshold Exceeded, port DSL2 

Meaning: 

The number of DSL retrains (transitions) has exceeded the Link Down Count 
configured on the DSL Parameters screen (A-B-B). This is checked every 
1 5 minutes when the current 1 5-minute bucket is shifted to the previous 1 5-minute 
bucket. There will never be more than one SYSLOG message for each 1 5-minute 
period. The Link Down Count only determines if a trap is sent. It has no effect on 
when the units will retrain. 



Example 4. Port Card Status Messages 

The following SYSLOG messages have been received: 

02/18/2000 10:25:31 Margin Threshold Exceeded, DSL port 3 
02/18/2000 10:26:36 ALARM: DSL3 Margin Low Set 
02/18/2000 10:27:42 Margin Threshold Normal, port DSL3 
02/18/2000 10:28:50 ALARM: DSL3 Margin Low Clear 

Meaning: 

The margin has gone below what was set as a startup margin on the DSL 
Parameters screen (A-B-B) and an alarm message has been sent to the NMS. 
Then, the margin returned to a value above what has been set on the DSL 
Parameters screen and the message has been sent to the NMS. 



5-10 



April 2002 



8000-A2-GB26-70 



5. Diagnostics and Troubleshooting 



Example 5. Link Restart Commanded Retrain Messages 

The following SYSLOG messages have been received: 

02/18/2000 15:16:15 Restart Caused by Link Restart DSL port 2 
02/18/2000 15:17:01 Remote Restarted at 02/18/2000 15:16:52 
02/18/2000 15:17:01 Remote Reed Solomon Restart, DSL port 2 

Meaning: 

The port card retrained because of a Link Restart command issued by an 
operator. The remote unit retrained because the port card retrained. 



Network Problems 



To provide a practical aid in the isolation and resolution of Layer 2 network 
difficulties, the guidelines in this section provide information on troubleshooting a 
generic network containing the devices found in most networks. 

The illustration below shows the generic network addressed by this chapter. 



Clients 




- Management Domain 



IPC = Interworking Packet Concentrator 
ISP = Internet Service Provider 
NMS = Network Management System 
SN = Service Node 



99-16153a-01 



These procedures assume that Asynchronous Transfer Mode (ATM) is used on the 
link between the IPC and the next hop router (NHR). 
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High-Level Troubleshooting 

The following high-level procedures help you isolate problems to a particular 
segment of the network. 

■ For static clients, make sure the client can ping its own IP address. This 
confirms the IP address was successfully accepted by the client computer. 

■ Make sure the client's default gateway is the same as the IP address for the 
Bridge Virtual Interface (BVI) on the appropriate ISP router. 

■ An Address Resolution Protocol (ARP) table may have invalid entries if a 
recent configuration change took place anywhere on the network and not 
enough time has passed for the entry to expire. Check the ARP tables on the 
client, AN, and router. 

■ Make sure a default route is configured on the MCC card (screen A-E-A). 



The following table provides an overview of the sequence of troubleshooting 
procedures for the DSL card. The following sections address potential problems 
that may occur in each network segment: 



If the Client cannot ping the 
Gateway Router and . . . 


Then . . . 


The Client cannot reach the SN 


Refer to Table 5-4, Client-to-Service Node Segment. 


The Client cannot reach the AN 


Refer to Table 5-5, Service Node-to-DSL Card 
(Access Node) Segment. 


The Client cannot reach the IPC 


Refer to Table 5-6, AN-to-IPC Segment. 


The Client cannot reach the 
Gateway Router 


Refer to Table 5-7, IPC-to-Router Segment, and 
Table 5-8, Router-to-IPC Segment. 



The tables in the following sections, each pertaining to a specific network 
segment, provide suggestions for resolving network problems. 



5-12 



April 2002 



8000-A2-GB26-70 



5. Diagnostics and Troubleshooting 



Client Cannot Ping the Gateway Router 



When the client cannot ping the gateway router, specific fault-isolation procedures 
begin with the first network segment, client-to-service node (SN). 




99-16172-01 



8000-A2-GB26-70 



April 2002 



5-13 



5. Diagnostics and Troubleshooting 



Client Cannot Reach Service Node 



Table 5-4. Client-to-Service Node Segment 



Layer 



Solution 



Layer 1 - 
Physical 



1 . Make sure the PWR LED on the front of the Service Node is lit. Use only 
the power adapter shipped with the unit. 

2. To verify connection to the client, make sure the ETHERNET LED on the 
front of the Service Node is lit. 

3. Make sure there is a physical connection between the Service Node and 
the Network Interface Card (NIC). If there is a LINK LED on the NIC card, 
make sure it is lit. 

4. If there is a hub, check its cables and LEDs. 

5. Make sure the correct type of cable is being used between the client and 
the Service Node. A crossover cable should be used if the client is not 
connected to a LAN hub. 

6. Make sure the NIC and drivers are correctly installed. 

7. Make sure the correct Service Node firmware is being used. 



Layer 2 - 
Network 



1 . If static addressing is used, make sure the client has its correct IP 
address and subnet mask by entering the following: 

- Windows 95: winipcfg 

- Windows NT: ipconfig/all 

For other operating systems, use help or see the appropriate manual. 

2. Restart the client after a static IP address has been added or changed. 

3. Make sure the client can ping its own IP address. This confirms the IP 
address was successfully accepted by the computer. 

4. Check the PC's default gateway to make sure it is functioning properly. 



1 . If dynamic addressing is being used and the client cannot get an IP 
address from the Dynamic Host Configuration Protocol (DHCP) server, 
statically configure an IP address and then verify that the client can ping 
the DHCP server. 

2. After the client reaches the server, remove the IP address and return the 
system to dynamic (DHCP) addressing. 



Make sure there are 32 or fewer DHCP users active on the port at any given 
time. Only 32 users are entered into the host table. 



If the problem persists after the above items are checked, the client-to-service 
node segment of the network is functional. 
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Client Cannot Reach DSL Card(s) 

This section examines the Service Node-to-DSL card segment of the network. 

NOTE: 

On the DSL card, verify that the DSL link is up and that there is a MAC 
address for the client (screen B-E-B). 

— If the MAC address appears, and all items in the previous section have 
been examined, it is safe to assume that this network segment is 
functioning. Skip this section and go to Table 5-6, AN-to-IPC Segment. 

— If a MAC address does not appear, check the items in Table 5-5, Service 
Node-to-DSL Card (Access Node) Segment. 
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Table 5-5. Service Node-to-DSL Card (Access Node) Segment 



Layer 


Solution 


Layer 1 - 
Physical 


1 . On either the Service Node (SN) or Access Node (AN), if the ALM LED 
is on, power the system off and then on again. Conduct a selftest from 
screen D-A. Go to screen D-B to learn more about the cause of the 
alarm. 

2. Perform a SN selftest at the AN (screen D-D) to test memory and start 
up parameters. 

3. If the PWR, ALM, LINE and TST LEDs remain lit, make sure the 
correct power adapter is being used and that the correct firmware is on 
the Service Node (screen B-F). Make sure the correct port is selected. 

4. Go to screen B-A-C to view the system log. 

5. Make sure the LINE LED on the SN is lit. This verifies a DSL 
connection to the AN. 

6. On the AN, make sure the LINE STATUS is up. 

7. Make sure the CO splitter is connected correctly. The DSL line goes to 
the 50-pin amphenol jack on the chassis and the other line goes to the 
PSTN switch in the central office. 

8. Make sure the 50-pin amphenol jack is firmly attached to the correct 
interface on the chassis. For the 20-slot chassis, the ports are labeled 
1-6, 7-12, and 13-18. 

9. Make sure the loop characteristics are within 
ReachDSL/MVL/RADSL/SDSL specifications. 


Layer 2 - 
Network 


1 . On the AN, if using static IP addressing, make sure the address is 
correctly configured (screen A-E-F). 

2. On the AN, make sure all configured ports are in use (screen B-B-A). 
If ports are not in use, properly configure them. 

3. On the AN, check the status of the port (screen A-C-B). If the status is 
not active, restart the port. 

4. If dynamic addressing is being used and the clients cannot get an 
IP address from the DHCP server, statically configure an IP address 
and then verify that the client can ping the DHCP server. After the 
client reaches the server, remove the IP address and return the 
system to dynamic (DHCP) addressing. 

5. An ARP table may have invalid entries if a recent configuration change 
took place anywhere on the network and enough time has not passed 
for the entry to expire. Check the ARP tables on the client, AN, and 
router. 

6. To ensure connection between the AN and SN, perform a packet echo 
test (screen D-C). Make sure the number of packets sent is the same 
as the number of packets received. If fewer packets are being received 
than sent, the SN may not be functioning correctly. 

7. If the AN fails to connect to the SN, attempt to connect upstream and 
downstream at lower speeds or configure the card to rate adaptive 
mode (screen A-B-B). When a speed is changed, the port must be 
restarted (screen A-C-B) for the change to take effect. 



If the problem persists after the above items are checked, the client-to-DSL card 
segment of the network is functional. 
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Client Cannot Reach IPC 

This section examines the AN-to-IPC segment of the network. 

NOTE: 

On the IPC, verify that there is a MAC address for the client (enter the 
macinfo command). If the correct MAC address appears on the IPC, and all 
the items in the previous sections have been examined, it is safe to assume 
that this segment of the network is functioning properly. Skip this section and 
go to Client Cannot Reach Router on page 5-1 9. If a MAC address does not 
appear, check the items in Table 5-6, AN-to-IPC Segment. 
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5. Diagnostics and Troubleshooting 



Table 5-6. AN-to-IPC Segment 



Layer 


Solution 


Layer 1 - 
Physical 


If the DSL card shows an alarm, go to screen D-B to determine the cause. 
An Ethernet alarm usually means no connection to the IPC. Check the cable 
and make sure the correct type is being used. 


On AN, make sure the Ethernet cable is plugged into the port number that 
corresponds to the slot number of the card. 


Layer 2 - 
Network 


If applicable, verify that the desired mode (tagged or untagged) is selected 
(screen A-E-A). Reset the card if a change is made. 


If VNID tagging is enabled on the AN (screen A-E-A): 

1 . Make sure a card VNID is configured (Card VNID Table, screen A-E-B). 
For each connection, the VNID number must be the same as the group 
number on the IPC. 

2. Make sure a card VNID is entered (screen A-E-B). If VNID tagging is 
disabled, Card vnid should be set to none. 

3. Make sure the appropriate VNID is active on the correct port (screen 
A-E-C). An asterisk (*) indicates the active VNID. If VNID tagging is 
disabled, none should be active on each port. 

4. Make sure the IPC Ethernet port is part of a 802.1 Q (VNID) group. To 
view VNID groups, enter viqgp. 


On the IPC: 

NOTE: With firmware earlier than 3.2.3, follow Steps 1 through 3. 
For firmware later than 3.2.3, skip Step 1 . 

1 . For VLAN functionality, the mpm.cmd file must contain these lines: 
group_mobility=1 

move_from_def=1 

If necessary, add the lines and reboot the IPC. 

2. Make sure that all modules are supported by their respective image 
(.img) files. Enter Is to view file names. If a customer data upgrade is 
already done on the mpm.cmd file, you have two directories: 

/ and /sim. 

3. Enter gp to make sure the group is configured correctly. 
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5. Diagnostics and Troubleshooting 



Client Cannot Reach Router 



Table 5-7, IPC-to-Router Segment, examines the IPC-to-Router segment of the 
network on the IPC end of the segment. 




Table 5-7. IPC-to-Router Segment 



Layer 


Solution 


Layer 1 - 
Physical 


1 . On the IPC, make sure the cables are firmly attached to the WAN 
interface. 

2. If no CSU/DSUs are being used, either the router or the IPC must provide 
network clocking. Network clocking is usually provided by the device 
connected to the DCE cables. 

3. If no CDU/DSUs exist between IPC and Router, make sure transmission 
lines are active by looking for appropriate LEDs. 

4. If there is no connection between the router and IPC, invert the clocking 
on one or both DSU/CSUs. 


Layer 2 - 
Network 


On the IPC: 

1 . Set payload scramble to false. To turn PLScramble on or off on the IPC, 
type map slot/port (where slot/port is that of the ATM card) and set 1 0=1 
to false. 

2. If using SONET, make sure that the line characteristics are correct. Type 
map slot/port and select the Phy Media option. 

3. Enter vas to make sure a service is configured. 

4. Make sure encapsulation is the same as on the router (RFC1483). 

5. Enter vvc to make sure vpi and vci are configured correctly. 

6. Enter vcs to view ATM connection statistics. 

7. Enter vers and vets to view transmitted and received cells. 
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5. Diagnostics and Troubleshooting 



Table 5-8, Router-to-IPC Segment, examines the Router-to-IPC segment of the 
network from the router end of the segment. 



Table 5-8. Router-to-IPC Segment 



Layer 


Solution 


Layer 2 - 
Network 


1 . On the router, make sure that the defined line characteristics agree with 
the characteristics defined on the IPC. 

2. Make sure a virtual circuit is configured under the respective ATM 
subinterface. The PVC number should correspond to the PVC number on 
the IPC. 

3. Make sure a bridge-group number is configured under the respective 
ATM subinterface and that the BVI number is the same as the 
bridge-group number. 

4. Make sure encapsulation on the router is the same as on the IPC 
(RFC1483). 

5. Make sure the client's default gateway is the same as the IP address for 
BVI on the appropriate ISP router. 

6. If a ping from the client is not successful, issue a show ARP-cache 

command on the router to make sure the correct MAC address and client 
IP address appear. 



Cannot Upload Configurations to a UNIX Server 
^ Procedure 

If the TFTP server denies write permission and displays the message 

TFTP recv failure: 

1 . Before uploading configurations, create a dummy file and give it global 
Read-Write permissions. 

2. Configure TFTP host to have Write permissions in the specified directory. 
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5. Diagnostics and Troubleshooting 



Performance Issues - Viewing Network Statistics 

The previous sections of this document examined connectivity issues, i.e., the 
inability to ping the router. Table 5-9, Examining Performance Issues, presents 
information on viewing DSL card statistics screens to examine performance 
issues. 

These statistic screens give information related to the number of packets 
transmitted and received on an interface as well as any packet failures. Refer to 
Physical Layer Menu Options in the Hotwire Management Communications 
Controller (MCC) Card, IP Conservative, User's Guide for details on the Statistics 
screens. 



Table 5-9. Examining Performance Issues 



To... 


Go To . . . 


View Statistics 


■ Screen B-B-B to view Ethernet statistics. 

■ Screen B-B-C to view HDLC statistics. 

■ Screen B-B-D and choose a port to view the DSL Link 
performance summary. 

■ Screen B-B-E and choose a port to view how many packets are 
on the link, view DSL performance statistics. 

■ Screen B-B-F to view Error statistics and choose a port. 

■ Screen B-B-G to view Transmit statistics and choose a port. 

■ Screen B-A-C to view System Log. 


Examine Slow 
Performance 


Screen B-B-B. Slow performance could result from errors seen on 
this screen. 

Make sure the DSLAM and IPC are both operating at either full- or 
half-duplex mode. On the AN, go to screen A-B-A. On the IPC, enter 
10/100cfg. If operating at full-duplex, a hub should not be used. 

Check the Ethernet Statistics screen for excessive Cycle 
Redundancy Check (CRC) errors, a bad connection, or a bad cable 
(see DSL Monitoring Physical Layer Screens in Chapter 4, 
Monitoring the Hotwire DSL System). 


Examine 
Collisions 


Screen B-B-B. Minimal collisions are acceptable if packets are not 
being discarded. Excessive collisions could result from forcing too 
much data over a single Ethernet. 

1 . Determine if your network is too large or long (single Ethernet 
cable or end-to-end cable). 

2. Check to see if there are too many repeaters. 

3. Check to see if there are too many users on a single Ethernet. 

Intranetworking communication problems: 

1 . Verify that the internetworking network cables meet IEEE 
standards for local Ethernet networks. 

2. Check cable connections to chassis and other devices in the 
network. 

3. Determine whether or not your system is the only one in the 
network with a problem. 



8000-A2-GB26-70 



April 2002 



5-21 



5. Diagnostics and Troubleshooting 



5-22 April 2002 8000-A2-GB26-70 



Download Code 




Download Code Menu Option 

The Download Code menu option (A-F) allows you to upgrade your software with a 
new version of code, then apply this code to your system. 









<no name) 


Do unload Code 










HI ma. ere File Name: c : 


Stf tD\irjc8312 




TFTP Server: 




10.100 


2.27 


Start Transfer : 


no 




Stat ist ics : 








Packets Sent 




00000 




Packets Rece iued : 


00000 




Bytes Sent: 




00000 




Bytes Rece iued: 


00000 




Transfer T ine : 


00:00 


00 


Status : 








Enter File Name : 


I 






DSL11: 8312: U U 


XXX 


X X X X X 


U U 



New firmware releases are typically applied to the MCC card, DSL cards, and/or 
endpoints in your system. 

When a software upgrade affects both the MCC and all DSL cards, you must 
download and apply a new version of code into each of the DSL cards before you 
download and apply a new version of code into the MCC. However, if you are 
upgrading from MVL to ReachDSL, you must ensure that the MCC card is at a 
minimum revision level of 04.01 .16 before you upgrade the MVL card to 
ReachDSL. Otherwise, you must upgrade the MCC card first. If the DSLAM 
contains cards other than MVL, ensure their revision level(s) are up to the MCC 
card's minimum revision level of 04.01 .1 6 before you attempt to upgrade the MCC. 

For all DSL cards other than ReachDSL v2, the upgrade order should be: 

1. Endpoints 

2. DSL cards 

3. MCC card 
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A. Download Code 



For ReachDSL v2 cards, the upgrade order should be: 

1. MCCCard 

2. ReachDSL cards 

3. Endpoints 



When you are downloading code to an endpoint, configure your TFTP server with 
the following timeout values: 

■ Retransmission timeout - Value not less than 1 0 seconds. 

■ Total transmission - Value not less than three times the retransmission 
timeout. 



You can also use the above values for a standard TFTP transfer. 

Version 04.03.xx or greater of the MCC card allows you to automatically download 
firmware files stored in the MCC card's Flash File System (FFS) to cards in the 
DSLAM. Upon power-up, each card will determine if a download is required and 
initiate one if determined necessary. Endpoint firmware is not automatically 
upgraded. For more information on automatic download, see the Hotwire 
Management Communications Controller (MCC) Card, IP Conservative, User's 
Guide. 



Download Code 

When you are attempting to download to the DSL cards, refer to Table 3-1 , Card 
Options, in Chapter 3, DSL Card Configuration. In general, the following describes 
what to expect when you have initiated a download from the configuration menu. 

From the DSL Configuration Main Menu, follow the menu selection sequence: 

Configuration -> Card— > Download Code (A-A-F) 

This brings you to the Download Code submenu. Select Download Code (A). 

Before initiating a download, go to the MCC card and verify that you can ping the 
TFTP server. If you cannot, do not proceed with the download. Also, make certain 
that the files that you are going to download from exist in the system. 

When the file transfer has successfully completed, you must manually apply the 
download for the system to restart and become fully functional with the newly 
acquired firmware. 

NOTE: 

To download code to the Service Node(s), you must use the MCC download 
menu. For information on this and other methods used to download firmware 
to the DSL cards, see Configuration Menu Options in the Hotwire 
Management Communications Controller (MCC) Card, IP Conservative, 
User's Guide. 
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Apply Download 



To apply the download, from the DSL Configuration Main Menu, follow the menu 
selection sequence: 

Configurations Card — > Download Codes Apply Download (A-A-F-B) 



Apply Doun load 



<no name> 



eset Card : no 



WARNING: 

An answer of J yes' will cause the card 

to reset as if it had been powered off and on. 

NOTE: 

Resetting uill cause changed paraneters to take effect . 



yes/no - | 

Press ? For Help . . . 



NOTE: 

If your DSL card remains in Download Only mode, for the system to become 
fully functional again you must reload the code (A-A-F-A) and the card will 
automatically reset. In this case, you do not need to apply the download 
(A-A-F-B). 
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Traps 

B 



DSL Card Traps 

Traps are configured via a Telnet or terminal session. The addition or removal of a 
card or another hardware component within the Hotwire DSL system causes a trap 
to be generated. These traps indicate a configuration change notification (CCN) of 
a card (a hardware replacement or a software upgrade). 



Table B-1. DSL Card Traps (1 of 3) 



Event 


Severity 


Comment 


Trap# 


MIB 


CCN 

(Configuration 
Change Notice) 


warning 


Configuration change caused 
by one the following events: 

■ Software download. 

■ Configuration download. 

■ Card removed (objective). 


7 


hot_sys.mib 
(Hotwire system) 


warning 


Configuration change 
affecting the entity MIB. 


1 


hot_domain.mib 
(Enterprise MIB) 


Cold start 


warning 


Card has been reset and 
performed a cold start. 


0 


MIB II 

(RFC 1213) 


Configuration 

download 

failure 


warning 


Configuration download has 
failed. 


2 


hot_diag.mib 

(Hotwire 

diagnostics) 


Device failure 


major 


Access Node's software has 
detected an internal device 
failure. 


15 


hot_sys.mib 
(Hotwire system) 


DHCP Address 
in Static Subnet 


minor 


The DHCP server is 
attempting to assign an 
address in the range of static 
subnet on a different port. 


19 


hot_sys.mib 
(Hotwire system) 


DHCP filter 
security failure 


minor 


Cannot add new route; route 
table contains maximum 
number of rules. 


11 


hot_dhcp.mib 
(Hotwire DHCP 
Relay Agent) 
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Table B-l. DSL Card Traps (2 of 3) 



Event 


Severity 


Comment 


Trap # 


MIB 


xDSL link up or 
down or 
Transitions 
threshold 
exceeded 


minor 


Number of link down events 
above threshold. This rate is 
limited to once every 
15 minutes. 


1 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL margin 
low 


minor 


Margin estimate below 
customer set threshold. 


3 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL margin 
normal 


normal 


Margin estimate now above 
customer set threshold. 


103 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL port 
failure 


major 


Processor detected bad DSL 
modem chip set. 


5 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL port 
operational 


normal 


Processor now 
communicating with DSL 
modem. 


105 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL port 
speed low 


warning 


Port speeds decreased to 
lower bound thresholds. 


2 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL port 
speed normal 


normal 


Port speed now above lower 
bound threshold. 


102 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL port 
speed normal 


normal 


Port speed now above lower 
bound threshold. 


102 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


xDSLSN 
selftest fail 


warning 


Selftest failure from an 
Service Node. 


19 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL test start 


normal 


Test started by any means. 


6 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


xDSL test clear 


normal 


Test over. 


106 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


Dynamic filter 
injection failure 


warning 


Cannot inject or delete 
dynamic filters to Service 
Node on port n. 


10 


hot_dhcp.mib 
(Hotwire DHCP 
Relay Agent) 


Ethernet link 
down 


major 




2 


MIB II 

(RFC 1213) 


Ethernet link up 


normal 




3 


MIB II 

(RFC 1213) 
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Table B-l. DSL Card Traps (3 of 3) 



Event 


Severity 


Comment 


Trap# 


MIB 


Loss of Network 
Timing 


major 


The IDSL port card has 
detected that a line supplying 
timing to the chassis on the 
port designated as NT has 
dropped. 


24 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


MCC Alarms 

Non-supported 

chassis 


Major 


The Access Node in Slot nn 
has been installed in a 
chassis that cannot support 
one or more of its features. 


21 


hot_sys.mib 
(Hotwire system) 


Non-supported 
MCC 


warning 


The Access Node has 
detected an MCC release too 
low to support this device. 


20 


hot_sys.mib 
(Hotwire system) 


Warm start 


warning 


Power on reset. 


1 


MIB II 

(RFC 1213) 


Selftest failure 


minor 


Sent if any portion of the 
Access Node's restart/selftest 
fails. 


16 


hot_sys.mib 
(Hotwire system) 


SN device 
failure 


major 


Operating software has 
detected an internal device 
failure but the Service Node 
is operating. 


18 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


SN device 
mismatch 


minor 


Service Node identified on 
port n does not match device 
described in port 
configuration role. 


07 


hot xdsl.mib 
(Hotwire XDSL 
interface) 


SN device 
mismatch clear 


minor 


Service Node on port n now 
matches port configuration 
table. 


107 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


SN fatal reset 




Variable binding field contains 
device failure code. 


20 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


SN loss of 
power 


minor 


Card received "last gasp" 
message from Service Node, 
followed by a link down 
condition one minute later. 


17 


hot_xdsl.mib 
(Hotwire XDSL 
interface) 


SN selftest 
failure 


minor 


Failure of the Service Node's 
hardware components. This 
trap is only sent if the 
hardware failure still allows 
sending traps. 


19 


hot xdsl.mib 
(Hotwire XDSL 
interface) 
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Hotwire 6350 ReachDSL Modem 




Hotwire 6350 ReachDSL Modem Overview 

The Hotwire 6350 ReachDSL Modem is a component in the Hotwire ReachDSL 
System and interoperates with the Hotwire 8312 or 8314 ReachDSL Card in the 
Hotwire GranDSLAM system. This system provides high-speed Internet or 
corporate LAN access over traditional twisted-pair copper telephone wiring. 

The ReachDSL technology: 

■ Operates over existing copper wire with existing telephone jacks. 

■ Uses an inline phone filter on the modem's PHONE jack. 

■ Includes a second line pass-through from the ReachDSL modem's LINE jack 
to PHONE jack to accommodate an attached 2-line telephone. 

■ Provides adaptive data rates to dynamically adapt and allocate bandwidth to 
optimize applications. 
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C. Hotwire 6350 ReachDSL Modem 



Hotwire ReachDSL System 

Copper pairs run from the central office (CO) to the customer premises (CP) to 
create the local loop. The local loop terminates on the customer premises at the 
demarcation point. 



Customer Premises (CP) 




DSL - Digital Subscriber Lines oi-16938-oi 
POTS - Plain Old Telephone Service 



NOTES: 

In this document: 

— A telephone is used to represent any equipment that plugs into a phone 
jack and uses the POTS line, such as a phone, modem, or fax machine. 

— End-user system is used to represent any PC with an Ethernet connection 
and ReachDSL-based service. 

— RJ1 1 wall jack is used to represent either an RJ1 1 or an RJ14 wall jack. 
The RJ14 wall jack is used for a phone with two lines. 

— Service provider is used to represent any Internet Service Provider (ISP) 
or remote LAN access provider. 
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C. Hotwire 6350 ReachDSL Modem 



Power-On 

When power is applied, the ReachDSL modem performs self-diagnostics and the 
PWR LED is on. The self-diagnostics includes a power-on self-test and all of the 
LEDs turn on for one second. 

Power - green 





Ala 


rm - r 
Te 


ed 

st - yellow 
DSL 


Line 
Tram 


- green 

smit/Receive - green 
Ethernet Link - green 


PARADYNE® p \ 

l^tJJ^ ReachDSL \ 


' \ 

IR AL 

1 1 


M T! 

1 1 


(t lJ 

1 1 


IlE TX 

1 1 


RX ETHERNET 

1 1 





01-17003 



Status LEDs 



All of the LEDs turn on and off during the power-on self-test. After a successful 
self-test, the LEDs should appear as indicated in BOLD in the Condition column 
below. 



LED 


Condition 


Status 


PWR 


ON 


ReachDSL modem has power. 


ALM 


OFF 

ON 


No active alarms. 

An alarm condition exists. 


TST 


OFF 

ON 


No active tests. 

The TST LED is on during the power-on self-test and 
during a test initiated by the service provider. 


LINE 


ON 

OFF 


The DSL link is active and ready to transmit and receive 
data. 

The DSL link has not been established. 


TX/RX 


ON 

OFF 


Data transmission is in progress on the DSL line. 
The modem is not transmitting or receiving data. 


ETHERNET 


ON 

OFF 


The Ethernet connection to the Ethernet hub or PC is 
active. 

No Ethernet 10BaseT device is detected. 



Refer to Troubleshooting on page C-4 for LED indications requiring action. 
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Troubleshooting 



LED Symptom 


Action 


All LEDs are on. 


If LEDs remain on after ten minutes, the modem is not 
functional. Contact the service provider. 


ALM LED remains 
on. 


The power-on self-test may have failed. Unplug the unit and 
reapply power. If the alarm LED is still on, contact the service 
provider. 


ALM andTST LEDs 
are blinking. 


Firmware download may be in progress. If firmware download is 
not in progress or the LEDs continue blinking after ten minutes, 

OUMLaOL LIIC ocl VIOC |J1 UVIUCI . 


Ethernet LED is off. 


Verify that the Ethernet cable is securely installed at both ends, 
and at least one PC is connected and powered on. 


Verify that the correct straight-through or crossover cable is 
installed. Refer to Cables & Connectors on page C-5. 


LINE LED is off. 


Verify that the DSL LINE cable is securely installed on both 
ends. If the problem continues, contact the service provider. 


Verify that the line has dial tone. If there is no dial tone, contact 
the service provider. 


LINE LED is on and 
there is no data 
transmission. 


The DSL link has been established but there is no data 
transmission. Verify the Ethernet connection. If the problem 
persists, contact the service provider. 


LINE and Ethernet 
LEDs are on and 
there is no data 
transmission. 


The DSL and Ethernet links have been established but there is 
no data transmission. If the problem continues, contact the 
service provider. 


PWR LED is off. 


Check that the power cord is securely installed on both ends. 


If no LEDs are on, the power supply may be defective. Test the 
outlet to verify power. If the problem persists, contact the 
service provider. 


If other LEDs are on, the PWR LED may be burned out. Unplug 
the unit and reapply power; watch all LEDs during the power-on 
self-test to verify if the PWR LED is functioning. 


TST LED is on. 


A test initiated by the service provider may be active. Wait five 
minutes. If the TST LED does not go off, contact the service 
provider. 



To improve data transmission throughput and minimize background noise during a 
telephone conversation, make sure that: 

■ The Hotwire 6350 ReachDSL Modem is always powered on, even when not in 
use, and 

■ A Hotwire phone filter is installed on every telephone on the same line as the 
Hotwire 6350 ReachDSL Modem. 
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Increasing the Number of End-User Systems 



A single end-user system is attached to the Hotwire 6350 ReachDSL Modem by 
using an Ethernet crossover cable. To increase the number of end-user systems, 
connect all the PCs to an Ethernet hub using a straight-through cable. 

The Hotwire ReachDSL port card supports 32 hosts/subnets per DSL port and the 
Hotwire ReachDSL Modem supports up to 256 MAC entries. 



Cables & Connectors 

Standard twisted-pair CAT3 or better cables are recommended. 



The LINE and PHONE interface connectors 
use 6-pin, non-keyed modular plugs. RJ1 1 or 
RJ14 6-pin connectors can be used. 

Line & Phone Connectors 



Pin# 


Function 


1 


Not used 


2 


Ring 2 (optional) 


3 


DSL Ring 1 


4 


DSL Tip 1 


5 


Tip 2 (optional) 


6 


Not used 



6-Pin 
RJ11 Plugs 




The LINE and PHONE jack pinouts are either filtered or unfiltered for POTS. 



PHONE Jack Pinouts 


LINE Jack Pinouts 


Pin #3, 4 


Filtered for POTS 


Pin #3, 4 


DSL and POTS 


Pin #2, 5 


2nd POTS unfiltered 


Pin #2, 5 


2nd line pass-through 
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The Ethernet interface connector uses an 8-pin, non-keyed modular plug. 



— To connect the DSL modem to an 
Ethernet hub, use the straight-through 
connection. 

8-Pin Straight-through Connection 



Pin# 


Function 


1 


1 0BaseT TX D+ 


2 


1 0BaseT TX D- 


3 


1 0BaseT RX D+ 


4 & 5 


Not used 


6 


1 0BaseT RX D- 


7 &8 


Not used 



Ethernet 
Cable 



Pin #8 




Pin #1 98-1 6055a 



-or- 



— To connect the DSL modem directly to a PC with an Ethernet NIC card, 
use an Ethernet crossover cable. 



8-Pin Ethernet Crossover Cable 



Function Pin # Pin # Function 


10/100BaseT TX D+ 


1 




1 


10/100BaseTTX D+ 


10/100BaseT TX D- 


2 




2 


10/100BaseTTX D- 


10/100BaseT RX D+ 


3 




3 


10/100BaseT RX D+ 


Not Used 


4 




4 


Not Used 


Not Used 


5 




5 


Not Used 


10/100BaseT RX D- 


6 




6 


10/100BaseT RX D- 


Not Used 


7 




7 


Not Used 


Not Used 


8 




8 


Not Used 



Pin #1/2 = Orange/White 
Twisted Pair 



Pin #3/6 = Blue/White 
Twisted Pair 



99-16518 



C-6 



April 2002 



8000-A2-GB26-70 



C. Hotwire 6350 ReachDSL Modem 



Optional ReachDSL Modem Wall Placement 

The Hotwire 6350 ReachDSL Modem is designed for tabletop placement. The 
modem can also be mounted on a wall. To mount the modem, you will need: 

□ Two slotted-head #6 self-threading screws with plastic anchors 

□ Drill and 3/1 6" drill bit for the plastic anchors 

□ Screwdriver 

A template with the dimensions for the two screws is provided. See ReachDSL 
Modem Hardware Template on page C-8. 

Procedure 

To mount the Hotwire 6350 ReachDSL Modem: 

1 . Use a drill to install the plastic anchors. 

2. Use a screwdriver to install the screws. Do not install the screws flush with the 
wall. Leave enough clearance to hang the modem housing from the screws. 



Hotwire 
ReachDSL 
Modem 
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C. Hotwire 6350 ReachDSL Modem 



ReachDSL Modem Hardware Template 
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C. Hotwire 6350 ReachDSL Modem 



Technical Specifications for Hotwire 6350 ReachDSL Modem 



Item 


Specification* 


Height x Width x Depth 


3.71 cm x 1 4.54 cm x 1 1 .00 cm (1 .46" x 5.72" x 4.33") 


Weight 


0.20 kg (0.45 lb.) 


Power 

Class 2 Transformer normal 
service input voltage range 


Input: 100 VAC (±10%), 50 Hz; 
120 VAC (±10%), 60 Hz; or 
230 VAC (±10%), 50/60 Hz 

Output: 5 VDC nominal, minimum 0.6A (SELV) 


Approvals 

FCC Part 1 5 

CISPR22 

Other Certifications 


Class B digital device 
Class B 

Refer to equipment's label for approvals on product 


Physical Environment 

Operating temperature 
Storage temperature 
Relative humidity 
Shock and vibration 


0°Cto 40°C (32°Fto 104°F) 
-30° C to 70° C (-22° F to 1 58° F ) 
5% to 95% (noncondensing) 
Withstands normal shipping and handling 


Heat Dissipation 


2.35 watts at 5.0 VDC (nominal input voltage) 


Interface Connectors 

Line Interface 
Ethernet Type II Frame 


RJ11 or RJ14 6-pin 
10BaseT 8-pin 



* Technical Specifications subject to change without notification. 
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Index 



A 

access levels, 2-5 
accessing 

Hotwire - MCC Menu, 2-13 
Active Interfaces List screen, 4-15 
Active List screen, 4-6 
Active Ports List screen, 4-6 
Add ARP Entry screen, 3-27 
Alarms 

Major, 5-5 

Minor, 5-8 

screen, 5-2 
Apply Download screen, 3-7 
ARP Parameters screen, 3-27 
ARP Table screen, 4-19 

B 

BERT, 5-2-5-3 

c 

Card Info screen, 3-5, 4-3 

Card Reset screen, 3-6 

Card Selection screen, 2-8 

Card VNID Table, 3-24-3-25, 4-1 7 

Chassis 

8600 DSLAM, 1-5 

8610 DSLAM, 1-5 

8620 GranDSLAM, 1-7 

8800 DSLAM, 1-6 

8810 DSLAM, 1-6 

8820 GranDSLAM, 1-7 

Info, 2-8 

Information screen, 2-9 

Main Menu, 2-7 
Client 

Allocation, 3-26, 4-18 

VNID Table, 3-26, 4-18 
components 

DSL system, 1-3 
Configuration menu, 2-11 
Configure 

active VNID on RADSL or MVL port/inte 
static users, 3-23 
subnet masks, 3-2 

VNID(s) on RADSL or MVL cards, 3-20 



Control 

Interface screen, 3-18 

screen, 3-18 
Current Users, 2-8 

screen, 2-9 

D 

diagnostics, 5-1 
display area, 2-2 
displaying 

filters, 4-21 
Domain types, 3-3 

Management domain, 3-3 

Service domain, 3-3 
Download Code, A-2 

menu, A-1 

screen, 3-7 

DSL 

cards, 1-4 
components, 1-3 
Error Stats screen, 4-12 
features, 1-8 
Link Perf screen, 4-10 
Parameters screen, 3-9-3-10 
Perf Stats screen, 4-1 1 
Ports screen, 3-9-3-10 
router, 3-4, 3-21 
Sourcebook, viii, 1-10 
Transmit Stats screen, 4-13 
DSL system 

description, 1-1 

E 

Ether Statistics screen, 4-8 
EtherHDLC Statistics screen, 4-9 
Ethernet Statistics screen, 4-6 
Ethertype Filter Configuration screen, 3-36 
Ethertype Filters screen, 3-36, 4-22 
exiting the system, 2-16 

F 

, 3-22 failure 

use Ping screen, 5-1 1 
use Telnet screen, 5-11 
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filters 

configuring, 3-30 
Ethernet, 3-33 

Filter Rule Configuration screen, 3-34 
IP, 3-31 

monitoring, 4-21 

G 

General Bridge Parameters, 3-24 
General Card Information screen, 4-3 

H 

Hotwire - MCC Menu, 2-13 
I 

immediate apply, A-3 
input line, 2-2 
Interface Name, 3-1 

Interface Status screen (Monitoring), 4-15 
Interfaces screen (configuration), 3-18 
intranetworking communication problems, 5-1 1 
IP Filters screen, 3-34, 4-22 
IP Router Menu 

Filter Table, 4-21 
ISDN Digital Subscriber Line (IDSL), 1-4 

L 

login, 2-5, 2-12 
logout, 2-8 

M 

MAC Table, 4-17 
management domain, 3-3 
menu, 2-1 

Configuration, 2-11 

hierarchy, 2-7 

list, 2-1 

Monitoring, 2-12 

title, 2-1 
Mgmt Card Select, 2-7 
minimum configuaration, 3-3 
Monitoring menu, 2-12 
Multiple Virtual Lines (MVL), 1-4 

N 

Naming Conventions, 3-1 
navigation keys, 2-1,2-4 

network interface options, 3-5, 3-18, 3-29, 3-34, 4-3, 4-6, 
4-15, 4-17, 4-20, 4-22, 5-2 



network problems 

intranetworking communication problems, 5-11 
next hop router, 3-22 
NVRAM Clear screen, 3-5 
NVRAM Config Loader screen, 3-6 

P 

Packet Echo Test, 5-2 
physical layer, 4-4 
Port Card Select, 2-7 

screen, 2-8 
Port Name, 3-1 
POTS, 1-1 

filter, 1-1 

splitter, 1-1 

Q 

Quick Card Select, 2-7 
screen, 2-8 

R 

Rate Adaptive Digital Subscriber Line (RADSL), 1-4 
ReachDSL 6350 modem, C-1 

cables, C-5 

connectors, C-5 

LEDs, C-3 

power-on, C-3 

ReachDSL system, C-2 

technical specifications, C-9 

troubleshooting, C-4 

wall-mount, C-7 
RTU Information screen, 3-29 

s 

SCMcard, 1-5 
screen, 2-2 

display area, 2-2 

header line, 2-2 

input line, 2-2 

status line, 2-3 
Select 

Mgmt Card, 2-7 

Port Card, 2-7 

Quick Card, 2-7 

SN, 2-8 
Selftest 

screen, 5-2 
service domain, 3-3 
Service Nodes (SNs), 1-8,3-28,4-19 

selftest, 5-2 
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SN Information screen, 4-20 
status codes, 2-13, 2-15 
Status screen, 4-15 
subnet masks, 3-2 

Symmetric Digital Subscriber Line (SDSL), 1-4 
SYSLOG, 4-4, 5-9 
system header line, 2-2 
System Information screen, 3-5 

T 

Time/Date screen, 3-5 
Troubleshooting, 5-5 

Cannot Upload Configuration to a UNIX Server, 5-20 

network problems, 5-1 1 

network statistics, 5-21 

No Response at Startup, 5-5 

ReachDSL 6350 modem, C-4 

SYSLOG, 5-9 

traps, B-1 
typical configuration, 1-2 

V 

VNID 

Binding Table, 3-25, 4-17 
changing, 3-21 
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